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RESULTS OF BORING OPERATIONS 
CARRIED ON BY THE DEPARTMENT 
OF INDUSTRIES DURING 1928-29. 

0*00 GROUND LEVEt. 
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District Vizagapatam. 

Taluk ... . : ■ . , . , Anakapalle, 

Name of applicant Agricultural Department- 

Name of village .. . .... . , A Anakapalle Agricultural Farm. 

Survey number of the site .. Well No* 6r. 

Depth of borehole ... ••• 88 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks ... There is 6 feet of water in the 

well. The boring was not 
success! ill. 
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DEPARTMENT OF INDUSTRIES 




District ... ... 

... Vizag. 

Taluk ... 

... An ala 

Name of applicant ... 

... Mr. V, 

Name of village ... 

... Boilku 

Survey number of the site 


Depth of borehole ... 

... 79 fee 

Quality of water 

... Good. 

Yield ... 

... About 

Remarks 

... Preset 











District ... 

Vizagapatam- 

Taluk 

... Golugonda. 

Name of applicant ... 

... Mr. Killed! Ramamurti Nayudu. 

Name of village 

... Pamuiavaka. 

Survey number of the site 

... 126 (village number). 

Depth of borehole : . . . ■. : ■ 

... loo'oo feet from ground level. 

Quality of water 

... Not fresh. 

Yield 

... 8 gallons per minute at 25 feet 

below ground level. 

Remarks 

... Moisture met with at 10 feet below 
ground level. Present water 
level in the bore — 1 5 feet below 

ground level. 






Vizagapatam. 


Gunupuram Agency . 

The Subtii visional Officer, Public 
Works Department. 

Gunupuram. 


(Vide si retches.) 


These borings were put down in the 
bed of a stream to find out the 
nature of subsoil for construct- 

trig a bridge. 








District ... 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth, .of .borehole 
Quality of water 
Yield ...... 

Remarks 


Vizagapatam. 
Gimupuram Agency. 


The Subdivisional Officer, Pubih 
Works Department. 


Gimupuram, 


(Vide sketches.) 


■These borings were put down ii 
the bed of a stream to find on 
the nature of subsoil for founda 
tion purposes. 
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District ... 

Taluk 

Name of applicant ,,, 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks ... 


Vizagapatam. 

Sarvasiddhi. 

Mr. K. Appala Raju. 
Ettikoppaka. 

100*00 feet from ground 
Drinkable. 


... Water tapped at 65 
ground ■ : level rose 
below ■ground^ level, 
ply is very meagre. 
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District ... ••• 

Taluk 

Name of applicant ... 

Name of village 
Survey number of the site 
Depth of borehole ... 
Quality of water 
Yield ... 

Remarks 


Vizagapatam. 

Sarvasiddhi. 

Mr. Karri Achayya. 

Gendapalem. 

85*00 feet from ground level. 

Good. 

About S gallons per minute. 

There was 10 feet of water in the 
well before boring. There is a 
rise of 3 feet of water in the well 

after boring. 
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■ tA-2 *00 ■ 

District Vizagapatam. 

Taluk .... , Sarvasiddhi. 

Name of applicant Mr. Choday Appa Rao. 

Name of village. - ... Bappanapet. 

Survey number of the site ... 

Depth of borehole 142 '00 feet from ground level. 

Quality of water Good and drinkable. 

Yield 6 gallons per minute at 30 feet 

below ground level. 

Remarks A spring tapped at 140 feet below 

ground level rose to 23 feet 

below ground level. Successful 

boring. 
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District ... Vizagapatam. 

Taluk ... • Sarvasiddhi. 

Name of applicant ... ... Mr. V. Lakshminarasimham. 

Name of village Koruprolu. 

Survey number of the site ... I. 

Depth of borehole ... ... 90*00 feet from ground level. 

Quality of water . : ... Good. 

Yield ... ... About 8 gallons per minute. 


Remarks 


Water, stands constant at 8 fee 
b el o w grotm d level' for conti nuou 

baling. 



Vizagapatanx 



I a Ink 


v ir a vain. 


Name of applicant . ....... ... Public Works Department. 

Name of village ... ... Chodavaram. 

Survey number of the site ... River bed. 

Depth of borehole (Vide sketches. ) 

Quality of water' ... : ... 

VieiE. ... ... 

Remarks ... ... ... These borings were put d 

find out nature of strati 


OWf 
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limestohe. 


District ... 

Taluk 

Name of applicant 

Name of. village 

Survey number of the site ... 

Depth of borehole 

Quality of water - 

Yield ... 

Remarks ■ . ... . 
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District ... ... .... 

Taluk 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole ... 
Quality of water 
Yield ... 

Remarks 


Vizagapatam. 

Do. 

Mr. C. M. Acharlu. 

Rishikonda. 

(Not surveyed.) 

S 5 ' 7 5 feet from ground level. 

Good. 

While testing, the water level in 
the- borehole goes clown to JO feet 
below ground. level and rises to 
its original level (X2 feet) in 20 

. : minutes. 
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District ,,, Vizagapatam. 

Taluk ... ... .Do. 

Name of applicant ... ... Mr. K. Venkata Sastri. 

Name of village Ramalingampet (Vizagapatam). 

Survey number. of the site ... 

Depth of borehole 85*00 feet from ground level. 

Quality of water ... ... Drinkable. 

Yield Two gallons per minute at 45 feet 

below ground level. 

Remarks Present water level — 45 feet below- 

ground level. 
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District ... ... Vizagapatam. 

Taluk Do. 

Name of applicant ... ... Mr. C. M. Acharlu. 

Name of village Rishikonda. 

Survey number of Hie site • • (Not surveyed.) 

Depth of borehole ... ... 73*00 feet from ground level. 

Quality of water ; ••• Drinkable. 

Yield About 6 gallons per minute. 

Remarks ••• A spring tapped at 68 feet below 

ground level and rose to 21 feet 
below ground level. 
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District ... 

Taluk ••• 

Name of applicant 
Name of village 
Survey Number of 
Depth of borehole 
Quality of water 
Yield 
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Vizagapatam. 

Do. 

... Mr. C. M. Acharlu. 

... Rishikonda. 
the site ••• (Not surveyed.) 

... 73'OQ feet from ground level. 

... Drinkable. 

... 4 gallons per minute at 50 feet 
below ground level. 


Remarks 
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District ... Vizagapatam. 

Taluk Vizianagaram. 

Name of applicant Mr. Venkatakrishna Raju. 

Name of village Kottaduppada. 

Survey number of the site ... 157. 

Depth of borehole ... ... 134'OQ feet from ground level. 

Quality of water ... ... Good. 

Yield ... ... 

Remarks ... ... ... Water stands at 30 feet below 

ground level. The supply is 
meagre. 
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District ... Vizagapatam. 

Taluk — ... Vizianagaram. 

Name of applicant Mr. P. Bangaru Raju. 

Name of village ... ... Moyyida. 

Survey number of the site ... 

Depth of borehole ... ••• 4600 feet from ground level. 

Quality of water Good. 

Yield ... 

Remarks ... ... ••• Present water level — 12 feet below 

ground level. 
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District ... 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole ... 
Quality of water 4 7 .a.';' 
Yield 

Remarks 


East Godavari. 

Cocanacla. 

Mr. Nuv vala V enka-ta Raj u. 

P e dd a b r a h m a d e va m . 

142. 

254*00 feet from ground level, 
Good. 

30 gallons per minute at I foot 
above ground level. 

An artesian spring was tapped. 
Vv ater rises i loot above ground 

level. 
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District .... East Godavari. 

Taluk ... ... ... ... Peddapuram. 

Name of applicant ... ... Mr. M. C. V e n k at a r a m a n ay y a . 

Name of village ... ... Illapalli. 

Survey number of the .site - .... 

Depth of borehole ... ... ITS feet from ground level. 

Quality of water Good. 

Yield ... ... ■■■■ ; 

Remarks . ... The yield is very poor, the water 

'"... : ■ . T.P.- ^ level dropping loo feet ..below 

ground level when tested. 











W. LeveIT 



District ... ... East Godavari. 

la luk Rajahmundry. 

Maine of applicant ... ... Diwan Bahadur M. Venkat; 

Nayudu. 

Name of village Rajahmundry. 

Survey number of the site ... 

Depth of borehole ... ... l 67 ' 5 G feet from ground le 

Quality of water .... ... Good. 

Yield 


Remarks 


No spring 


tapped. 
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East Godavari. 
Rajahmundry. 

Mr. V. V. Narasimha Rao 
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District ... ... ... . 

SltlK ... ... ... 

Name of applicant 
Name of village . .... 

Survey number of the site 
Depth of borehole 
Quality of water 

Yield ... ... ■ ... / 

Remarks 


East Godavari. 

Rajahmundry. 

Mr. Kaki R. Subba Rao. 
Rajahmundry. 

44 feet from ground level. 

Good. 

8 gallons per minute. 

Water level — 27 feet below ground 
level. 
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District ... 

Taluk 

.Name of .applicant . ..■ 
Name .of village ; 

Survey number of the site 
Depth of borehole 
Quality of water ' ... 
Yield ... 

Remarks 


East Godavari. 

Rarnaeh an drapura m. 

Mr. Thadi Appanna. 
Mahendravada. 

235. feet from ground level. 

Good. 

A spring tapped at 65 feet below 
ground level rose to 5 feet below 
ground level. 
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District 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield ' 

Remarks 


East Godavari. 

Tuni Division. 

Mr. Y. Narasimham Pantulu. 
Pycarowpet. 

52 feet from ground level. 

Good*- 

2 gallons per minute. 

There was a rise of one foot of 
water in the well after boring. 
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District ... 

... 

East Godavari. 

Taluk 

... 

Tuni Division. 

Name of applicant 


Mr. Y. Narasimham Pantulu. 

Name of village 

... 

Pycarowpet. 

Survey number of the site ... 

k . 

Depth of borehole 


100 feet from ground level 

Quality of water 

Yield 

:*-yY 

Good. 

Remarks 

— ••• 

The water-supply from the 
hole is very meagre. 


bore 



Name of village 

.. Tuni. 

Survey number of the site •• 
Depth of borehole 

• * 52*00 feet from ground level. ■ 

Quality of water . 

Good. ■ 

Yield *-•- 

.. Two gallons per minute at 50 feet 
below ground level. 

Remarks' ■ vb v- 

,, First trace of .water — 1.8 feet below 
byj ; ■ -ground level. Spring tapped at 50 
feet below ground level. 






District ... 

**T“i t "8 

Taluk ... . ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield 

Remarks 


West Godavari. 

Chintalapudi. 

Mr. Kotagiri Kondiah. 

Pattavyagudemu 

5 . 

1 36' 00 feet from ground level. 

Good. 

16 gallons per minute at 34 feet 
below ground level. 

Spring tapped at 1 16 feet below 
ground level. There is a rise of 
5 feet of water in the well after 
boring. 









District ... ... ... West. Godavari. 

Taluk El lore. 

Name of applicant ... ... Mr. Kosaraju Ramaswami. 

Name of village Pedakadayam. 

Survey number of the site ... 624/3. 

Depth of borehole ... ... 172 feet from ground level. 

Quality of water ... Good. 

Yield ... ... ... ... 5 gallons per minute. 

Remarks ... A.-. -..v. m, '.'Before- boring there- was'' 3 feet of 

water in the well. After boring 
there is a rise of 1 3 feet of water 
in the well. 




District ... 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth ot borehole •• • . .. 
‘Quality of water 
Yield ... 

Remarks ... 


West Godavari. 

Ellore. 

Mr. Challagolla Subbayya. 
Pedakadayam. 

Zamindari lands. 

88*00 feet from ground level. 

Good. 

Well yields 40 gallons per minute 
at 35 feet below ground level. 

A spring tapped at 88 feet below 
.. ground level. There is a rise of 
II feet of water in tin- well after 
iboring. 
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District ... ... •• 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of. water 



Remarks 

4 -. a 


West Godavari. 

El lore. 

Mr* Amirapu Sivaramayya. 

Peddavegi. 

Zamindari lands. : 

( I; 77‘OP feet from ground level. 
( 2 ) .88'oo do. 

Good and drinkable. 


There is a rise of 4 feet of water in 
the well after boring. 
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N a me o f a p p 1 i c a n t 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 


West Godavari. 

El lore. 

Mr, Kodali Nagabushanam of 
Denduluru. 

Peddavegi. 


132*00 feet from ground level. 

Good and drinkable. 

5 gallons per minute at 38 feet 
below ground level. 

A sp ri n g w as tap p e d a t: 08 f e e t 
below ground level. There is a 
rise of 3 feet of water in the well 

aft 
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District ... - West Godavari. 

Taluk ... ... El lore. 

Name' qf applicant ... ... Mr. Sattipalii Say anna. ; 

Name of village Kovvagunta. 

Survey number of the site ... Zamindari lands. 

Depth of borehole ■■ ■,.. ... 250*00 feet from ground level. 

Quality of water ... ...Good. 

Yield ... ... ••• .... 30 gallons per minute at 30 feet 

below ground level. 

Remarks ... ... A spring tapped at I TO feet below 

ground level. Water in the well 
rose to 2 feet below ground level. 
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District ... 

Taluk 

Name of applicant: 

Name of village 
Survey number of the site 
Depth of borehole ••• 144 feet 8 inches from ground level. 

Quality of water ... Good 

Yield ... 

Remarks ••• ... ... There was no rise in water level 

in the well due to boring. 


West Godavari. 

Ni da da vole. 

The District Labour Officer, 
El lore. 

Lakshmipuram. 








District ... West Godavari. 

- a - u k ... Tadepaliigudem. 

Name of applicant Mr. S. Venkatakrishna Parvathalu. 

Name of village ... ... Ungutur. 

Survey number of the site ... 586. 

Depth of borehole 214*00 feet from ground level. 

Quality of water Good and drinkable. 

Yield 

Remarks A strong sub-artesian spring was 

tapped. Water stands at 3 feet 
below ground level after boring. 




District ... ... Ganja.ni, 

Taluk' ... ... Chieacoie. 

Name of applicant ... ... The Proprietor, Saraswathi Factory 

Name of village ... ... Tilaru, 

Survey number ot the site ... ...... 

Depth of borehole ... . ... 37*5 feet from ground level and 

lx 5 feet from tl.it;. bottom 'of the 

well. 

Quality of water ... " ' ...... 

yield . . a...,..-; T / 

Remarks ... No. water was meRwith, Boring is 

/fa; failure, o' 



59 


RESULTS OF BORING OPERATIONS, 1 928-29 


o- O O SO U H O LEVEL 



District ... 

Gan jam. 

Taluk 

. Chieacole. 

Name of applicant 

.. Mr. Sriramamurti, for Zamindar 
of Ur lam. 

Name of village 

. Urlam. 

Survey number of the site .. 


Depth of borehole ...... 

. 75 f e et f rom grou n d lev el . 

Quality of water 

... Good. 

Yield 


Remarks . . . ... ••• 

,. No spring tapped. There is no rise 
in the water level in the well 
after boring. The boring was 
stopped as very hard rock was 
met with at 75 feet. 
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District: ... ... 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality mf water y ... 

Yield ... 

Remarks y ... .Vm 


Gan jam. 

Ghicacole. 

Mr. Sriramamurti, for Zamindar 
of Ur lam. 

Ur lain. 


63 feet from ground level. 

Good, 

No spring was tapped. . There ■ is 
no rise in the .water level in: the 
well. Boring is a- failure. 









RESULTS OF BORING OPERATIONS, 1928-29 


6.1 



istrict ••• ... ... ... Gan jam. 

a Ink Tekkali. 

Name of applicant ... ... Mr. M. Sitaramayya. 

Name of village ... ... Peddarokaiapalli. 

Survey number of the site ... 66. 

Depth of borehole ... ••• 75 feet from ground level. 

Quality of water ... ... Good. 

Yield ••• ... ••• ... No increase in the water level in 

the well. 

Remarks Present water level — 7 feet below 

ground level. No spring was 
met with. 
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District 

Ganjam. 

Taluk ... 

Udoyogiri Agency, 

Name of applicant 

. The Special Assistant 

Name of village 

G. Udoyogiri. 

Survey number of the site ... 



Depth of Borehole 

. 85 feet from ground k 

Quality of water 

. Good. 

Yield ... ... ■ .. 


Remarks . ... . i 

. Water met with at 51 


ground level. The 


very meagre. 
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District ... ... Ganjam. 

Taiuk ... ... Ucloyogiri Agency. 

Name of applicant The Special Assistant Agent. 

Name of: village ... ... G. UdoyogirL 

Survey number of the site ... 

Depth of borehole ... ... 52 feet from ground level. 

Quality of water 

Yield 

Remarks ... ... ... No water was met with. 
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o- OO GROUND level 



District ... : Gan jam. 

Taluk ... Udoyogiri Agency. 

Name of applicant The Special Assistant Agent 

Name of village ••• ... G. Udoyogiri. 

Survey number of the site ... ...... 

Depth of borehole • .. 38 feet from ground level. 

Quality of water 
Yield • 

Remarks 


s-A 


... No water was met with. 








District ... ... Kistna. 

Taluk ... Gannavaram, 

Name of applicant ... ... Mr. Velagapudi Ramayya. 

Name of village / ... ... Maclicherla. 

Survey number of the site ... 256. 

Depth of borehole ... 165*00 feet from ground level. 

Quality of water Good- 

Yield ... ... The well supplies about 40 gallons 

per minute at 52 feet below- 
ground level. 

Remarks There is a rise of T foot of water 

in the well after boring. 



District Kistna. 

Taluk Gannavaram. 

Name of applicant ... ... Mr. Ravi Appayya. 

Name of village ••• • •• Madicherla. 

Survey number of the site ... 33. 

Depth of borehole ... ... 175‘GO feet from ground level. 

Quality of water ... ... Good. 

Yield About 500 gallons per hour. 

Remarks There is a rise of 2 feet of water in 

the well after boring. 
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District ... ... ... ... Kistna. 

Taluk ... ... ... ... Gannavaram. 

Name of applicant The Zamindar of Mirzapuram. 

Name of village Nuzvid. 

Survey number of the site ... Zamindari land. 

Depth of borehole 3 33*50 feet from ground level. 

Quality of water Good. 

Yield 6 gallons per minute at 28 feet 

below ground level. 

Remarks The well contained no water before 

boring. There is 12 feet of 
water in the well after boring. 
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District Kistna. 

Taluk ... ... Ganna- varam. 

Name of applicant Mr. Putta Venkataratnam. 

Name of village Madicherla. 

Survey number of the site ... 18b. 

Depth of borehole io8'00 feet from ground level. 

Quality of water ... ... Good and drinkable. 

Yield ... ... ... .. The well supplied 20 gallons per 

minute at 55 feet below ground 
level. 

Remarks Successful boring, good springs 

were tapped at 75 feet and 105 
feet below ground level. There 
is a rise of 8 feet of water in the 
well after boring. 
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District 

.. Kistna. 

Taluk ... 

.. Ganna varam. 

Name of applicant 

■ * The Zamindar of Mirzapuram. 

Name of village 

. . Kesarlapalli. 

Survey number of the site .. 

. Zamindari land. 

Depth of borehole 

.. (l) S/'oo feet from ground level. 

(2) 152‘GO do. 

Quality of water 

. . Fresh and drinkable. 

Yield 

. Capacity of spring tapped in the 
2nd borehole is about 10 gallons 
per minute at 33 feet below 
ground level. 

Remarks 

. The first borehole was abandoned 
as very hard rock was met with, 
at 57 feet below ground level. 
There is a. rise of 4 feet of water 
in the well after boring. 
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Name of applicant ... 

... Mr. Kowtha Subba Rao. 

Name of village 

• • • Vi d h a d h a r a p ur a m . 

Survey number of the site 



Depth of borehole 

••• (l) 193 ‘00 feet from ground level 

(2) 159-00 do. 

Qual i ty of water 

.. Good and drinkable. 

Yield 

... 10 gallons per minute at ?o feet 

below ground level. 

Remarks 

... Two old boreholes 137 feet and 
130 feet deep were deepened 
down to 193 feet and 150 feet 
respectively. There is a Vise of 
II feet of water in the well after 
boring. 



District ... ••• ••• ... Guntur. 

Taluk ... ... Do. 

Name of applicant ••• Mr. Musunuri Krishnayya. 

Name of village ••• ... Peddavacllapudi. 

Survey number of the site ... 361. 

Depth of borehole ... ... 124 feet from ground level. 

Quality of water ... ••• Good. 

Yield The well supplies 80 gallons per 

minute at 2 7 feet below ground 
level. 

Remarks .... Spring tapped at about 95 feet 

below ground level, rises to 8 
feet below ground level 



Survey number of the site • 


Depth of borehole 

. 43 feet from ground level. 

Quality of water 

> Brackish. 

Yield 

. 4 gallons per minute at 30 feet 

below ground level. 

Remarks ... 

. Spring tapped at 38 feet below 
ground level and rose to 8 feet 

below ground level. 
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District . Guntur. 

Taluk ••• Do. 

Name of applicant Mr. Musunuri Krishnayya. 

Name of village Peddavadlapudi. 

Survey number of the site ... 361. 

Depth of borehole ... ... SO'OO feet from ground level. 

Quality of water ... Good. 

Yield 

Remarks ... Boring successful 
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District 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water . ... 
Yield ... 

Remarks 


j LIME 
| STOKE 


i SOFT 



S0F T 
RE.D 
ROCK 

WHITE. ROCK 

red irwirm: 

SOFT ROCK 
T i SO? T “* 1 

j ! WHITE. ROCK 


Guntur. 

Do. 

Mr, Musunuri Krishnayya. 
Peddavadlapudi. 

361. 

95*00 feet from ground level. 

Good. 

35 gallons per minute at 26 feet 
below ground level. 

A spring was tapped at about 
91 feet below ground level. 
Present water level- — 8 feet 
below ground level. 
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District .... 

Guntur. 

Taluk ... ... 

Do. 

Name of applicant ... 

... Mr. Musunuri Krishnayya, 

Name of village ... 

... PeddavadlapudL 

Survey number of the site 

... 361. 

Depth of borehole ... : 

... 83 '00 feet from ground level. 

Quality of water ■■ ... 

.... Good. 

Yield. ... ... ... 

... 25 gallons per minute at 2 7 feet 
below ground level 

Remarks 

••• Spring tapped at 70 feet below 
ground level. 
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Name of village .... 

Sankarathripadu. 

Survey .number of the site .. 

. 302. 

Depth of borehole ... 

. 56*00 feet from ground level. 

Quality of water ... 

. Slightly brackish. 

Yield 

2 X ^ gallons per minute at 22 feet 
below ground level. 

Remarks / ... . ; .... 

Present water level in the bore — 
7 feet below ground level. 




88 


DEPARTMENT OF INDUSTRIES 



District ... 

Taluk 

Name of applicant 


Guntur. v 

Narasaraopet. 

The District Labour Officer, 
Guntur. 


Name of village Zaladi. 

Survey number of the site ... 

Depth of borehole 35 feet from ground level. 

Quality of water Good and drinkable. 

Held 

Remarks ... A spring was tapped at about 

feet below ground level and ro 
up to 4 feet below ground level 
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District Guntur- 

Taluk ... Narasaraopet. 

Name of applicant The District Labour Officer, 

Guntur. 

Name of village ... ... Gandimpadu. 

Survey number of the site ••• 85. 

Depth of borehole ... ... 70*00 from ground level. 

Quality of water Saltish. 

Yield ... ... ... ••• 

Remarks ... ... Water tapped at 6 feet below 

ground level. 
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District ... 

Taluk ... 

Name of applicant 

Name of village 
Survey number of tl: 
Depth of borehole . 
..Qualify of water . 

Yield 

Remarks 



... Guntur. 

Narasaraopet. 

The District Labour Officer, 

Guntur. 

... ... Kavur. 

e site ... 221 . 

37*00 feet from ground level. 

Fresh and drinkable. 


... Water stands at 20 feet below 
ground level. 
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District 

Taluk ... ••• 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Guntur. 

Narasaraopet. 

The District Labour 
Guntur. 

Munumaka. 

555. 

30*oo from ground level. 
Saline. 


Water met with at lo ft 
ground level. 


Officer, 


Jet below 



B 



... Guntur. 

. ... Narasaraopet. 

... The District Labour Officer 

Gimttir. 

... Munumaka- 

ite ... 555- 

16*00 feet from ground level. 

• Saline. 

... Spring tapped at II feet below 
ground level. 
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.District ... ... ... Guntur. 

Taluk .... ... Narasara< 

Name of applicant The Di 

Guntur 

Name of village Peddarec 

Survey number of the site ... 1 24. 

Depth of borehole ... ... 27’OGfeet 

Quality of water ... ... Good. 

'■yield. . ."■ ..... ' ' .... ' 

Remarks ... A slight f 

. . . at 27 f 

and ros 
level. 
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District ... Guntur. 

Taluk ••• ••• Narasaraopet. 

Name of applicant The District Labour Officer, 

Guntur. 

Name of village Lankalakurapadu. 

Survey number of the site ... 194. 

Depth of borehole 30’00 feet from ground level. 

Quality of water Saltish. 

Yield 

Remarks ... Present water level — 8 feet below 

ground level. 
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District ... ... Guntur. 

Taiuk Narasaraopet. 

Name of applicant ... ... The District Labour Officer. 

Name of village Lankalakurapadu. 

Survey number of the site ... 196, 

Depth of borehole ..by . I-..: 15*00 feet from ground level. 
Quality of water ••• ... Brackish. 

Yield 

Remarks Present water level— 8 feet below 

ground level. 




District ... ... ... ... Guntur. 

Taluk ... ... ... ... Ongole. 

Name of applicant Dr. E. Holstead, Mission Hospital. 

Name of village Ongole. 

Survey number of the site ... 

Depth of borehole ... ... (i) 57*00 feet from ground level, 

(2) 20*50 do. 

Quality of water ... ... Good. 

Yield 

Remarks ... Trial borings, (i) A spring tap- 

ped at 49 feet below ground 
level rises to 38 feet below 
ground level. (2) No water is 
met with. Boring — failure. 
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District ... GimtGr. 

Taluk ... Sattenapalle. 

Name of applicant ... ••• The District Labour Officer, 

Guntur. 

Name of village ••• .. Merikapad. 

Survey number of the site ... 39. 

Depth of borehole ... ... 20*00 feet from ground level. 

Quality of water ... ... Fresh and drinkable. 

Yield 4 gallons per minute at 12 feet 

below ground level. 

Remarks Spring tapped at 20 feet below 

ground level rose to 6 feet below 

ground level. 









Quality of water 

: ... Good. 

- — ~~~ 0 

Yield 


.. 

Remarks. .... .... 

'Present' v 

?ater 1 


ground 

level. 
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District ... 

Taluk 

Name of applicant 

Name of village 
Survey number of t 
Depth of borehole 
Quality of water 
Yield ... 
Remarks 


0-00 GROUNDLEVEL 



Nandyal. 

Government Agricultural Depart” 

ment. 

... Nandyal. 

e site ... Agricultural Farm. 

60‘00 feet from ground level. 

Good. 

12 gallons per minute. 

A spring was tapped at IS feet 

below ground level. Present 
water level — 10 feet below 
ground level. 
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District 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


Kurnool. 

Nandyal. 

Mr. Kalava Nagappa Chetti. 
Nandyal. 


59*00 feet from ground level. 
Good. 


Water met with at 10 feet and 41 
feet below ground level rose to S 
feet below ground level. A deep 
well hand pump is fitted on this 
borehole. 
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District: Kurnool. 

Taluk ... Nandyal. 

Name of applicant Mr. Y. B. Babu Rao. 

Name of village ... ... Nandyal. 

Survey number of the site ... House-site. 

Depth of borehole 60*00 feet from ground level. 

Quality of water ... ... Drinkable. 

Yield 

• Remarks ... i: ■ ■: Present water leyel—io feet belotv 

ground level, i A deep wel 1 hand 
vv 4'Y , ' pump is fitted on the borehole. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Kurnooi. 

Pattikonda. 

Kottapeta Hanumantha Reddi. 
Maddikera. 

In the applicant’s ginning factory. 
69*00 feet from ground level. 
Good. 


A spring tapped at 65 feet below 
ground level rose to 60 feet below 
ground level, 
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round level. 
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District ... 

Cuddapah. 

Taluk 

Proddatur. 

Name of applicant 

Public Works Department. 

Name of milage 

Proddatur. 

Survey number of the site .. 

. Pennar river bed. 

Depth of borehole 

. (l) 30‘00 feet from ground level. 

(2) 3 j '00 do- 


( 3 ) 26'OG do. 

(4) 3 3 '00 • do. 

Quality of water 

Vi n i A 

. Good. 

x ICICI 

Remarks 

.. These borings were put down to 
find out nature of soils for sink- 
ing wells in connection with the 
Proddatur water supply scheme. 




District ... .... ... ... Anantapur. 

Taluk ... ... ... ... Gooty. 

Name of applicant Mr. P. Meerwanji. 

Name of village Thimmancherla. 

Survey number of the site ... 

Depth of borehole 60*50 feet below ground level. 

Quality of water Drinkable. 

Yield About il 4 gallons per minute. 

Remarks ... ... ... Before boring there was no water 

in the well. 
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District .... 

Taluk ... 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth, of .bore hole . ... 
Qualify of water ■ ... 

Yield ... 

Remarks 


Anantapur. 

Gooty. 

Messrs. M. Hampiah & Co. 
Uravakonda. 


23'50 feet from ground level 

No spring was tapped. 




DEPARTMENT OF INDUSTRIES 


Q.OO G&OOM© LEVgX 



District ... Anantapur. 

Taluk Hindupur. 

Name of applicant ... ... The Secretary, Co-operative 

Society, Parigi. 

Name of village Parigi. 

Survey number of the site ... 

Depth of borehole 37‘oo feet from ground level. 

Quality of water ... ... Drinkable. 

Yield 3 gallons per minute. 

Remarks Water met with at 18 feet below 

ground level. 
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District Anantapur. 

Taluk ... Hindupur. 

Name of applicant ... ... The Secretary, Co-operative 

Society, Parigi, 

Name of village Parigi. 

Survey number of the site ... XI2. 

Depth of borehole ... ... 50' 50 feet from ground level. 

Quality of water ... ... Fresh. 

Yield 160 gallons a day of 12 hours. 

Remarks There Is a rise of 2 feet of water in 

the well after boring. The 
supply is meagre. 

8. A 
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District . 

Taluk ... 

Name of applicant ... 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


Chittoor. 

Chandragiri. 

Mr. N. K. Venkataramayya of 

Tirupati. 

Egi Mallav aram. 


55 feet from ground level. 
Good. 


There is a rise of 4 feet of water 
in the well after boring. As 
very hard rock was met with 
the boring was stopped. 





Chittoor. 

Chrandragiri. 

Mr. V. Ramayya Chetti. 
Kumarapalli. 

24. 

(1) 16' 4" from ground level. 

(2) 10' 3" ~ do. 

Good. 

Trial boring were put down to find 
out the depth at which water 
could be t. 

■successful. 




lfilfifi. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks .. 


muram BU 


Chittoor. 

Punganur Division. 

Mr. Y. Raghunatha Reddi. 
Nadi gad da. 


.. 36*00 feet from ground level. 

.. Good. 


There is a rise of one foot of water 
in the well after boring. Prior 
to. boring, the well supplied a 
kavalai for two hours. After 
boring the well supplies a 
kavalai for 4 hours. 
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District Chittoor. 

Taluk ... ... Punganur Division. 

Name of applicant Mr. V. Raghunatha Reddi. 

Name of village Nadigadda. 

Survey number of the site ... (Zamindari lands.) 

Depth of borehole ... ... 41'00 feet from ground level. 

Quality of water ••• Good. 

Yield ... ••* ...... 

Remark s ••• Before boring the well supplied a 

kavalai for 4 hours. After boring 
the well supplies the kavalai for 

about, 5 hours. 



District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Chittoor. 

Punganur Division. 

Mr. V. Raghunatha Reddi. 
Nadigadda. 


56'Ot) feet from ground level 
Good. 


There is a rise of 4 feet of w 
the well after boring. P 
boring the well sup pi 
kavalat for two hours, 
boring the supply lasts i 
whole day. 







District Chittoor. 

Taluk ... ... ... ... Punganur Division. 

Name of applicant ... ••• Mr. V. Raghunatha Reddi. 

Name of village ... ... Pulicherla. 

Survey number of the site ••• (Zamindari lands.) 

Depth of borehole 45'00 feet from ground level. 

Quality of wafer Good. 

Yield 

Remarks Water level stands at 26 feet 

below ground level. 
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District 

1 aluk ... • • • ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield • ... 

Remarks 


Chittoor. 

Pimganur Division, 

Mr. V. Raghunatha Reddi. 

Naddigadda. 

(Zamindari lands.) 

79'00 feet from ground level. 

Good. 

Prior to boring the well supplied 
one kavalai for 4 hours. Now 
the well supplies the kavalai for 
the whole day. 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


Chittoor. 

Punganur Division. 

Mr. V. Raghunatha Reddi. 
Pulicherla. 

(Zamindari lands.) 

21*00 feet from ground level. 

No water tapped. Boring is a 
failure. 




District ... ... 

.... Chittoor. 

1 

Taluk,... ..... 

... Puttur Division- 

: l 

Name of applicant 

... Mr. A. Murugesa Mudaliyar. 

r 

Name of village 

... Nagari. 


Survey number of the site 
Depth, of borehole 

Quality of water 

Yield 

... 26*00 feet from ground level. 

\ 

t 

V 

i 

i 

Remarks 

... . . No water is tapped. . 

l 










Chittoor. 

Puttur. 

Mr. P. Desa Reddi. 

C h i n n a r a j uk up pa m „ 

144 '. 

63 "50 feet from ground 1 

Good. 

There is a rise of 4 feet 
the well as a result 
Before boring the wel 
kavalai for I 1 . 4 he 
boring it supplies the 
more than 5 hours. 
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District ■•• ... ... ... Chittoor, 

Taluk ... ... . Puttur Division. 

Name of applicant ... ... Mr. G. Rangayya Reddi. 

Name of village Damarapakkam. 

Survey number of the site ... 

Depth of borehole 37'GO feet from ground level. 

Quality of water Good. 

Yield 

Remarks ... A spring was tapped at about 30 

feet below ground level. 




District ... . Chittoor. 

Taluk ... ... ... ••• Puttur Division. 

Name of applicant ... ... Mr. K. Gunathama Rcddi. 

Name of village Nemali. 

Survey number of the site ... ...•■• 

Depth of borehole ... ... 54‘00 feet from ground level. 

Quality of water ... ... Good. 

Yield ... ••• ... ... 

Remarks ... ... ••• A spring was tapped at 12 fee 

below ground level and rose to 
10’ 5 feet below ground level. 
Successful boring. 
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District ... Chittoor. 

Taluk ... ... ... .. Putt uf. 

Name of applicant Mr. K. Gunathama Reddi. 

Name of village Nemali. 

Survey number of the site ... ... 

Depth of borehole ... ... 4-3 '00 feet from ground level. 

Quality of water 

Yield ... 


"n _ 


... -i- _ 


XT 
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District 

.. Chittoor. 

Taluk 

.. Puttur. 

Name of applicant 

.. Mr. K. Gunathama Reddi. 

Name of village 

. Nemali. 

Survey number of the site 


Depth of borehole 

. 29*00 feet from ground level. 

Quality of water 

.. Good. 

Yield 

Remarks 

.. Water in the borehole stands at <5 
feet below ground level. The 
pit will have to be deepened to 
get water. 
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District ... ... ... Chittoor. 

Taluk ... ... ... ... Puttur Division. 

Name of applicant Mr. A. Murugesa Mudaliyar. 

Name of village ... ... Nagari. 

Survey number of the site ... 

Depth of borehole 49-50 feet from ground level. 

Quality of water ...... 

Yield ... - ... 

Remarks ... No water tapped. Boring — fail 
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District ... ... ... ... Chittoor. 

Taluk ... ... ••• ... Kangundi Division. 

Name of applicant ... ••• Mr. R. Chenga Reddi. 

Name of village ... ... Kollupalle. 

Survey number of the site ... (Zamin lands.) 

Depth of borehole ... •- 4575 feet from ground level. 

Quality of water ... ••• Good. 

Yield ••• ... •• 

Remarks... .. ... ... This boring was put down to find 

out the nature of strata below 
before deepening the well. No 
spring was tapped. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks 


Chittoor. 

Kangundi Division. 

Mr. R. Chenga Recldi. 

Kollupalle. 

(Zamin lands.) 

(1) 34'00 feet from ground level. 

(2) 3 1 ‘00 do. do. 

Good. 

The borings were put down to find 
out the nature of strata below to 
deepen the well. No springs 
were tapped. 



SOF T r-iuR AMbU 



North Arcot. 

Ark on am. 

Mr. Natesa Reddiyar. 

H a san a 1 1 i k uppa rn. 

27-1. 

35'00 feet from ground level. 
Good. 

There is no appreciable rise 
water level in the well. 





District 

Nort 

Taluk 

Ark< 

Name of applicant 

Mr. < 

Name of village 

Pinr 

Survey number of the site 

49- 

Depth of borehole 

71*5 

Quality of water 

Goo( 

Yield ... ... 

6 gi 

be 

Remarks ... ... 

Spri: 

gr< 
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Di strict ... ... North A root. 

Taluk Arkonam. 

Name of applicant ... ... Mr. P. Balakrishna Pillai. 

Name of village ... ... Pallur. 

Survey number of the site ... Il8. 

Depth of borehole ... ... 30*00 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks ... Trail boring. A spring was tapped 

at 6 feet below ground level and 
rose to l A feet below ground 
level. 








Taluk 

. Gucliy attain. 

Name of applicant ... 

: Mr. Tippiah Nayudu. 

Name of village 

. Kara i ga s a m u d r a m . 

Survey number of the site .. 

• 37/l. 

Depth of borehole 

. 55‘00 feet from ground level. 

Quality of water 

. Good. 

X IclCi • • • ... 

Remarks 

• • Before boring* there was no water 
in the well. As a result of bor- 
ing a spring tapped at 51 feet 
below ground level rose to 22*5 
feet below ground level. 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


North Arcot. 

Gudiyattam. 

Mr. Banghi Hayath Batch a Sahib. 
Mel Vaithinankuppam. 

30S. 

3Q“G0 feet from ground level. 

Good. 

A spring tapped at 30 feet below 
ground level. 
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District ... ... ... ... North Arcot. 


Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole .... 
Quality of water 

Yield ... 

Remarks 


Gudiyattam. 

Mr. Tippiah Nayudu. 

K a r n i ga s a mu dr a 1 n . 

42 . 

60 ‘00 feet from gound level. 
Good. 


Before boring there was no water in 
the well. As a result of boring, a 
spring tapped at 32 feet below 
ground level rose to 30 feet below 
ground level. The well has there- 
fore to be deepened to get water 
in it. 



DEPARTMENT OF INDUSTRIES 


150 


0“©0 GROUND 



District ••• 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield - ... 

Remarks 


North Areot. 

Gudiyattam. 

Messrs. Muhammad Raza Sahib & 
Co. 

Pernambuttu. 

465. 

(1) 7 2'50 feet from ground level. 

(2) 71-00 Do. 

Good. 

There is a rise of iV 2 feet of water 
in the well after - - 









District ... 

... North Arcot. 

Taluk 

... Gudiyattam. 

Name of applicant 

... Mr. Banghi Hay at h Batcha Sahib. 

Name of village 

. . . Mel V aithinankuppam. 

Survey number of the site 

... 308. 

Depth of borehole 

... 26'OQ feet from ground level. 

Quality of water 

• •• Good. 

Yield ... 


Remarks 

... A spring was tapped at 24 feet below 
ground level. 
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District ... 

j 

North Arcot. 

Taluk 

Gudiy attain. 

Name of applicant 

Mr. Mariyath Hajee Muhammad 

Ismail Sahib. 

Name of village 

Pernambuttu. 

Survey number of the site ••• 

454- 

Depth of borehole 

75‘50 feet from ground level. 

Quality of water 

Yield 

Good. 

Remarks 

There is a rise of 4 feet of water in 
the well after boring. The well 
supplies sufficient water for tan- 
ning skins and hides. 
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District ... 

Taluk - 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield ... 

Remarks 


North Arcot. 

Gudiy attain. 

Messrs. Roshara N. M. A. Karim 
Qomar & Co. 

Lakshmipalayam. 

285. 

II4'00 feet from ground level. 

Good. 

I here is no rise in the water level 
in the well. 



MURAMSU 




LOOSE, 

ROCK- 


LOOSE 

Rock 


MU RAM 

7)o -So 


7S-50 


. 75-00 






' 

@0-00 


HARO- ROCK- 


District. 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of boreholes 

Quality of water 
Yield ... 

Remarks 


• •• North Arcot. 

... Gudiy attain. 

• •• Mr. Mariyath Hajee Muhammad 

Ismail Sahib. 

... Pernambuttu. 

... 519 . 

... (l) 76*50 feet from ground level. 

(2) 80*00 do. 

( 3 ) 7 5 00 do. 

... Good. 


Before boring the well supplied one 
mhote for one hour. After 
boring it supplied the mhote for 
about 6 hours. There is a rise 
of 2 feet of water in the weli. 
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District .. 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


North Arcot. 

Gudiyattam. 

Mr. N. C. Balakrishna Pillai. 

Oomerabad« 

r 53- 

8o'75 feet from ground level. 

Good. 

There was no water in the well 
before boring. After boring a 
spring tapped at 67*5 feet, below 
ground level and rose to 38' 5 feet 
below ground level. 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks 


North Arcot. 

Gudiy attain. 

Mr. O. S. Kuppuswami Mudaliyar. 
Mel Shanankuppam. 

43 - 

(1) 63'OG feet from ground level. 

(2) >'8'00 do. 

Good. 

There is a sufficient supply for a 
6 7 x power pump installed on 
the well. 





District • North Arcot. 

Taluk ••• Gudiy attain. 

Name of applicant ... •• Mr. Babu Abdul Rahim Sahib. 

Name of village ... ••• Kil Shanankuppam. 

Survey number of the site •• 43- 

Depth of borehole (i) 45’00 feet from ground level. 

(2) 44'QO do. 

(3) 43*oo do. 

Quality of work Good. 

Yield 

Remarks ... Before boring the well could not 

supply one kavalai. After bor- 
ing it supplies two kavalais for 
a day. 
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District ... North Areot. 

Taluk ... ... ... ... Gudiyattam. 

Name of applicant Mr. Banghi Hayath Batcha Sahib. 

Name of village Mel Vaithinankuppam. 

Survey number of the site 308. 

Depth of borehole ... ... 36'OC) feet from ground level. 

Quality of water . ... Good. 

Yield ... 

Remarks ... ... ... Spring tapped at about 31 feet 

below ground level increased the 
water supply appreciably. 
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District North Arcot. 

Taluk ... ... ... ••• Polur. 

Name of applicant Mr. H. A. Golwynne. 

Name of village Periayamalai. 

Survey number of the site ... (Nil since forest area.) 

Depth of borehole (i) 6'25 feet from ground level. 

(2) 74‘50 Do. 

Quality of water 

Yield ... 

Remarks ... As the daily outturn was very 

slow in hard black rock the first 
borehole was abandoned. No 
spring tapped in the second 
borehole, 



RESULTS OF BORING OPERATIONS, 






RESULTS OF BORING OPERATIONS, 1928-29 


163 



District ... ... ... North Arcot, 

Taluk ... ... ... Tirappattur. 

Name of applicant ... Mr. Hajee Abdul Rahim Sahib. : 

Name of village Vaniyambadi. 

Survey number of. the site ... 439 . 

Depth of borehole ... ■ ■ 60*50 feet ground from level. 

Quality of water ... ... Good. 

Yield ••• ... ... ... 4 gallons per minute. 

Remarks ... ... ... A spring tapped at 40 feet below 

ground level rose to 27 feet below 
ground level. 
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District ... North Arcot, 

Taluk Tiruppattur* 

Name of applicant Mr. Hajee Abdul Rahim Sahib. 

Name of village Kadhirpet, Vaniyambadi. 

Survey number of the site ... 2QI. 

Depth of borehole ... ... 5I‘50 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks ... A spring was tapped at 31 feet 

below ground level 3 feet below 
the bottom of the well. The well 
has therefore to be deepened to 
get water. 




4.0.00 

4.1-00 

WHITE CHUKKAN 

HARD t?OCK .... 

District 


.. North Arcot. 

I',- .Taluk . ■ 

... 

.. Tiruppattur. ' 

A . Name of applicant 

... 

.. Mr. D. S. A. Parappa Chetti. 

Name of village 

... . 

Pudupet. " 

Survey number of the site 

.. ■ 125. . : ' 

i, . . . Depth of borehole 

... 

41*06 feet from ground level. 

f. : . Quality of water 


Good. 

| Yield . ... 

... 



j Remarks ... : ...» 


*■ There is no rise in the water level 
in the well. 







Survey number of the site ... ...... 

Depth of borehole ... ••• (i) 103*00 feet from ground level. 

{2} 287-50 do. 

Quality of water ... ... Good. 

Yield ••• ... ... ... ...... 

Remarks ••• Water level in the second bore- 

hole stands at 53 feet below 
ground level. The applicant 
intends deepening the well by 
13 feet so as to permit of the 
water in the borehole to overflow 
freely into the well. 
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District ... ... ••• ... North Arcot. 

Taluk ... ... ... ... Tiruppattur. 


Name of applicant ... Mr. L. K. Chin bow Rao. 

Name of village ... ••• Girisamuclram. 


Survey number of the site ... 31. 


Depth of borehole 

- (1) 

34‘oo feet 

from 

ground level. 


(2) 

36*00 


do. 


( 3 ) 

36 ’oo 


do. 


( 4 ) 

3 8 '00 


do. 


( 5 ) 

50‘oo 


do. 

Quality of water 

Good. 



Yield ' ... 




... 

Remarks 

... Springs were 

tapped in the second, 


third and fifth boreholes at 33 
feet below ground level. Before 
boring the well supplied 7,000 
gallons. After boring the yield 
has increased to about 15,000 
gallons. 



District 

Taluk 

Name of applicant 

Name of village 

Survey number of the site •• 
Depth of borehole 
Quality of water 

Yield 

Remarks 


.North Arcot. 

Tirappattur. 

Mr. Hajee Abdul Rahim Sah 
Govindapuram, Vaniyambad 

39 - 

49*50 feet from ground level. 

Good. 

... A spring was tapped at 2i 
below ground level and r< 
23 feet below ground level. 
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District ... 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


North Arcot. 

Tiruppattur. 

The District Forest Officer, 

Vellore. 

Komitiyeri. 

(Forest area — no survey number.) 
50’25 feet from ground level. 

Good. 

Old borehole cleaned. A hand 
pump is fitted up on the bore- 
hole. 
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District ... North Arcot. 

Taluk Tiruppattur. 

Name of applicant ... ... Mr. Hajee Abdul Rahim Sahib. 

Name of village Vaniyambadi. 

Survey number of the site 441. 

Depth of borehole ... ... 51*50 feet from ground level. 

Quality of water ... ... Good. 

Yield ... ... 

Remarks A spring was tapped at 26 feet 

below ground level and rose to 
24 feet below ground level, 
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District North Arcot 

Taluk ••• Tiruppattur. 

Name of applicant The District Forest Officer, 

Vellore. 

Name of village Mandapparai. 

Survey number of the site • •• (Nil, since forest area.) 

Depth of borehole ... ... 39'00 feet from ground level. 

Quality of water ... ••• Good. 

Yield ... 

Remarks This old borehole was cleaned. A 

hand pump is fitted up on it 
There is sufficient supply for the 
pump. 
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District ... ... .. ... North Arcot. 

Taluk Walajapet. 

Name of applicant ••• The Assistant Engineer, Public 

Works Department, Ranipet. 

Name of village ... ... Ranipet. 

Survey number of the site ... 

Depth of borehole 32‘25 feet from ground level. 

Quality of water ... ... Good. 

Yield ••• 

Remarks •• This boring was put down in the 

newly constructed well at the 
Junior Certified School, Ranipet. 
As very hard rock was met with 
the boring was abandoned. 
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District ... ... 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Salem. 

Attur. 

Mr. N. Kader Batcha Sahib. 

Attur. 

363 . 

48*00 feet from ground level. 

Good. 

The well is situated in a garden. 
There is a rise of 3 inches of 
water in the well as a result of 
boring. 




District 

Salem. 

Taluk ... 

Attur. 

Name of applicant 

Mr. Tv Rangaswami Ayyangar. 

Name of village 

' Nara'singapuram. 

Survey number of the site ... 

•ill. ■ ■ ■ 

Depth of borehole ... 

3 S ’50 feet from ground level.. . 

Quality of water 

Good, . 

Yield, ; ... .... • .. — 


Remarks . : ... ' ... ... 

Water . stands, .at. 10 feet vbeio® 

,■ I2.A ■■ 

ground level. Th e well has to be 
deepened to get water in it. 




District Salem. 

Taluk Attur. 

Name of applicant Mr. T. S. Ramasesha Ayyar. 

Name of village Attur. 

Survey number of the site ••• 1384. 

Depth of borehole 30'00 feet from ground land. 

Quality of water ... ... Good. 

Yield ... ... .. ... 

Remarks There is a rise of 6 inches of wate 

in the well after boring. 
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District ... 

Taluk 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Salem. 

Do. 

Mr. K. Sivasankara Mudaliyar. 
Hasthampatti. 

309 A. 

93‘QO feet from ground level. 
Good- 


Prior to boring there was no wate 
in the well. Now there is l%fee 
of water in the well. 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quantity of water 

Yield 

Remarks 


Salem. 

Do. 

Mr. K. Sivasankara Mudaliyar. 

Hasthampatti. 

60'00 feet from ground level. 

Good. 

A spring was tapped between 57 
feet and 58 feet below ground 
level. There is a rise of 3 inches 
of water in the well after boring. 
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District 

Taluk 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks ... 


Salem. 

Do. 

Mr. K. Sivasankara Mudaliyar. 
Hasthampatti. 

65/1. 

3T H". 


N° water. Boring was put down 
to a depth, of .11 inches only, arid 
further progress was impossible 
as very very hard rock was met 

with. 
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Rock 

5^1.50 
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of applicant 
of village 

r number of the site 
of borehole 


y of water 


Coimbatore. 

Avanashi. 

Mr. Verivada Chettiyar. 
Odanthurai. 

532. 

(1) 6l'oo feet from ground leval. 

(2) 64’ 50 do. 

(3) 6i'00 do. 

(4) 56‘5o do. 

(5) 73’oo do. 

(6) 59*50 do. 

Good. 


There is a rise of 8 feet water in 

fV* jo Tirol 1 o rfpr 1 T**rvr*? rs rv 
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District ... Coimbatore. 

Taluk ... ... ... ... Avanaslii, 

Name of applicant Mr. C. M. Ram as wa mi Ayyar. 

Name of village Thoiampalaiyam. 

Survey number of the site ... ... 

Depth of borehole ... ... 86'50 feet from ground level. 

Quality of water ••• ... Good. 

Yield ... ... ..... 

Remaiks ... ... ... X here is a rise of IQ. feet of water 

in the well after boring. Before 
boring the well supplied a mhote 
ior 6 hours. After boring it 
supplies the mhote conti nously 
throughout the day. 
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District ••• Coimbatore. 

Taluk Bbavani. 

Name of applicant . ... Mr. Rasianna Gounder. 

Name of village Perumalpalaiyam. 

Survey number of the site ... 715. 

Depth of borehole ... ... 55700 feet from ground level. 

Quality of water ... Good. 

Yield •- 

Remarks There is a rise of 2 feet of water in 

the well after boring. 
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District . ••• Coimbatore. 

Taluk ... Bhavani. 

Name of applicant ... ... Mr. R. Ramanatham Filial. 

Name of village Kuppachipalaiyam. 

Survey number of the site ... 888. 

Depth of borehole 48'50 feet from ground level. 

Quality of water ... ... Good. 

Yield ... ...... 

Remarks * ••• ••• There is a rise of 6 inches of water 

in the well after boring. 
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District ... ... ■ ... Coimbatore. 

Taiuk ... ... Bhavani. 

Name of applicant .. ••• Mr. Durais wami Redd.yai . 

Name of village .. ... Chellampalaiyam. 

Survey number of the site ... 274-C. 

Depth of borehole 48'QO feet from ground level. 

Quality of water ••• ••• ..••* 

Yield 

Remarks... ... ... ••• No' water is met with. 

I3-A 




District 

Taluk 

Name of applicant 

Name of village 

Survey number of the site 
Depth of borehole 
Quality of water ... 

Yield 

Remarks 


Coimbatore. 

Bhavani. 

Mr. Marappa Gounder. 

Raja n kul am. 

176. 

60‘00 feet from ground level. 
Good. 

i here is a rise of 6 inches of 
water in the well after boring. 
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District ... ... ••• Coimbatore. 

Taluk ... ... ... ... Bhavani. 

Name of applicant Mr. P. L. P. Devarajan Chettiyar. 

Name of village Bhavani. 

Survey number of the site ... 88l B. 

Depth of borehole ... ... (l) ? 7 ' 2 5 feet from ground level. 

(2) 84' 50 do. 

Quality of -water ... ... ... Brackish. 

Yield ... ... ... ... ...... 

Remarks ... ... ... ... There is a rise of I foot 'of 

water in the well as a result of 
boring. 
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District 

Taluk ... ... 

Name of applicant 

Name of village 

Survey number of the site 
Depth of borehole 
Quality of water... 

Yield 

Remarks ... 


Coimbatore. 

Do. 

Mr. A. Kandaswami Chetti. 
Tudiyalur Road, Coimbatore. 

14 . 

104 ‘00 feet from ground level. 
Good. 


There is a rise of 3 inches of 
water in the well after boring. 




ROCK 

OSE BLACKROCK 


\UD» BLACK ROCK 


Coimbatore. 

Do. 

Mr. C. Ramaswami Nayuclu. 
Savuripalaiyam. 

64. 

119*00 feet from ground level. 
Good. 

There is a rise of 6 inches of 
•water in the well after boring, 


DEPARTMENT OF INDUSTRIES 





RESULTS OF BORING OPERATIONS, 1928-29 


201 


60 OUWO t-CVEL. 


J 

! ' “ — 

1 

! 


1 

J OA . 


| 

j 

i 


gg.S6 | 

W Pi"f C ?■: . *„£.V E 

-AFTES5 @4 

£@7oo 1 


■S£'.roRe b 





tOOSE. 
©L.ACK ROCS; 


SS-OO 

<? 3 'Ot 5 


70-00 


©RAN ITS' 


UOOC-£ 

'SLACKT;vm«-?e wecttt. 


77- 00 



H ARO 
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District 

Taluk •• 

Name of applicant 
Name of village 

Survey numbei of the site 
Depth of borehole 
Quality of water ... 

Yield 

Remarks 


Coimbatore. 

Do. 

Mr. P Ramaswami Chettiyar. 

Ramachettipalaiyam, 

Sunda kkamuthur. 

382. 

79'00 feet from ground level. 
Good and drinkable. 

There -is a rise of I Yz feet of 
water in the well after boring. 
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District 

Taluk ... ... 

Name of applicant 

Name of village ... 
Survey number of the site 
Depth of borehole 
Quality of water ... 

Yield 

Remarks 


Coimbatore. 

Do. 

Mr. K. A. P. Palaniswami 
Chettiyar. 

Sundakkamuthur. 

34 - 

98 00 feet from ground level. 
Good, 

There is no rise in the water 
level in the well after boring. 



District ... ••• ... ••• Coimbatore. 

Taluk ... ••• ... ... Do. 

Name of applicant ... • Mr. Perumal Kavandar- 

Name of village ... ... ... Thomilipalaiyam. 

Survey number of the site ••• 90. 

Depth of borehole (I) 66'00 feet from ground level. 

(2) 65-00 do. 

(3) ;o‘oo do. 

... Good. 

... There is a rise of 9 feet of water 
in the well after boring. 


Quality of water ... 

Yield 

Remarks 
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District ... Coimbatore. 

Taluk ... Do. 

Name of applicant ... ••• Mr. Ramanna Kavandar. 

Name of village ... Puttur, Thenamanallur. 

Survey number of the site ... 512. 

Depth of borehole ... ••• (i) 3 1 'OO feet from ground level. 

(2) 2S'oo do. 

Quality of water ... ••• ... Good and drinkable. 

Yield 

Remarks There is no rise in the water 

level in the well. 
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fc S.oo 

a o-oe 


WATER LEVEL 



■AF TERBORme 
.©ew&w a ©©«•»*© 


IES STOMES 


S3-QQ ..._ 

5 4-oo I [black roc t< 


District ... 

Taluk 

Name of applicant 

Name of village ... ... 

Survey number of the site 
Depth of borehole 

Quality of water ... " .... 

Yield ... ... 

Remarks ... 


Coimbatore. 

Do. 

The Manager, The Coimbatore 
Spinning and Weaving Co-, 

Ltd. 

Coimbatore. 


(1) 75 00 feet from ground level. 

(2) 5.4*oo do. 

Good.. . 

There is a rise of 2 feet of wate 
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Coimbatore, 

Do. . 

Mr. Ramakkammal. 

Alanthurai. 

539 - 

(1) 58*00 feet from ground level. 

(2) 50*00 do. 

Good. 


... There is a rise of $l£ feet of 
water in the well after boring. 


District 

T aluk 

Name of applicant 
Name of village ... 
Survey number of the site 
Depth of borehole 

Quality of water ... 

Yield ... 

Remarks 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Coimbatore. 

Do. 

Mr, Papa Nayakar. 
Arumugagownclanur. 

23 - 

83'00 feet from ground level. 

Good. 

There is 5 feet of water in the well 
after boring. 




Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 
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©•©© 
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Quality of water . Good. 

Yield ... 

Remarks •• There is some overflow of water 

from the borehole. There is no 
rise in the water level, 

1 4- A 
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District ... .. ... ... Coimbatore. 

Taluk ... Do. 

Name of applicant ... The Government Sugarcane Expert, 

Coimbatore. 

Name of village Chettipalaiyam. 

Survey number of the site ... 

Depth of borehole ... ... 67*75 feet from the ground level. 

Quality of water Good. 

Yield 

Remarks ••• There is a rise of l foot of water 

in the well after boring. 
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District ... ... .... ... Coimbatore. 

Taluk ... ... Do. 

Name of applicant ... ... Mr. C. Ramaswami Nayudu. 

Name of village ... ... Savuripalaiyam. 

Survey number of the site ... 45. 

Depth of borehole (l) 85-00 feet from ground level. 

(2) 56-00 do. 

(3) 74*5° do. 

Quality of water ... ... Good. 

Yield ... 

Remarks ... There is a rise of 3 feet of water 

in the well after boring. 
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District ... Coimbatore. 

Taluk ... Do.. 

Name of applicant ... The Government Sugarcane 

Expert, Coimbatore. . 

Name of village East Chitrachavacli. 

Survey number of the site ... 

Depth of borehole 85*00 feet, from ground level. 

Quality of water Good. 

Yield 

Remarks ... There is a rise of 6 feet of water in 
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District ... ... Coimbatore. 

Taluk Do. 

Name of applicant . ... Mr. Ayyavu Tevar. 

Name of village - .. Udaiyampalaiyam- 

Survey number of the site ••• 485/2. 

Depth of borehole (I) I23'00 feet from ground level. 

(2) 12500 do. 

Quality of water Good. 

Yield 

Remarks ... There is a rise of 2 feet of water in 

the well after boring. 
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District Coimbatore. 

Taluk Do. 

Name of applicant ... .. Mr. V. Rangaswami Nayudu. 

Name of village ... ... Peelamedu. 

Survey number of the site ... 5 1 1 (Radhakrishna Mills). 

Depth of borehole .. ... 108*50 feet from ground level. 

Quality of water ... ... Saltish. 

Yield ... ...... 

Remarks ... There is arise of 1 foot of water 

in the well after boring. A 
pumping plant is installed on the 
well. 
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District ... 

... Coimbatore. 

Taluk 

Do. 

Name of applicant 

... Mr. R. V. Lakshmayya Nayudu. 

Name of village 

... Uppilipalaiyam. 

Survey number of the site 

... 181, 

Depth of borehole 

... (i) I33'00 feet from ground level. 

(2) 65 ‘oo do. 

Quality of water 

... Good. 

Yield 

— ••• 

Remarks... 

... There is a rise of 3 inches of water 
in the well after boring. 




District ... 

Taluk 

Name of applicant 
Name of village ' ... 

Survey number of the site 
Depth of borehole 


Quality of water 

Yield 

Remarks 

iS 


Coimbatore. 

Do. 

Mrs. Pachai Animal. 
Giiiakarandanpalaiyam. 

20 / 1 . 

(1) 48*00 feet from ground level 

(2) 42'GG do. 

(3) 50‘OG do. 

Good. 


There is a rise of 1 foot of water 
in the well after boring. 
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District 

Taluk • •• ... 

Name of applicant 
Name of village 
Survey number of the site ... 
Depth of borehole 

Quality of water 


Coimbatore. 

Do. 

Mr. Chokkayya Kavandar. 
Thombilipalaiyam. 

24. 

(l) 71 '00 feet from ground level 
(2} 58 '00 do. 

Good. 
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District Coimbatore. 

Taluk Do. 

Name of applicant ••• ... Mr. Marudamalai Kavandar. 

Name of village Nathagoundanpudur. 

Survey number of the site ... 330. 

Depth of borehole (l) 59'00 feet from ground level. 

(2) 4 1 '00 do. 

{3) 44' 00 do. 

Quality of water - Good. 

Yield 

Remarks ... There is a rise of 6 inches of water 

in the well after boring. 
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District ... ... ... ... Coimbatore. 

Taluk ... Do. 

Name of applicant Messrs. Rao Bahadur A. T. Tiru- 

vengadaswami Mudaliyar & Sons. 

Name of village • ■ Race Course, Coimbatore. 

Survey number of the site ... 

Depth of borehole ... ... (i) 90'00 feet from ground level. 

(2) 58-00 do. 

Quality of water ... ... Good and drinkable. 

Yield ... ... ... ... ...... 

Remarks There was no water in the well be- 

fore boring. After boring a 
spring tapped at 60 feet below 
ground level and rose to 48‘50 feet 
below ground level- The well is 
deepened by 3 feet and there is 
2 1 A feet of water in it. It supplies 
one mhote for 3 hours in the 
mornings and for lV% hours in the 
evenings. 












District ••• Coimbatore. 

Taluk ... ... ' ... ... Paliadam. 

Name of applicant Mr. Nanjappa Kavandar. 

Name of village ... ... Ayyampalaiyam. 

Survey number of the site ... 257. 

Depth of borehole 6roo feet from ground level. 

Quality of water Good. 

Yield .1. ... 

Remarks ... ... ... There is no rise in the water level 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Coimbatore. 

Palladam. 

Mr. Krishnama Nayakar. 

Patnam. 

192. 

98'00 feet from ground level. 

Good. 

There is no rise in the water level 
in the well. 
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District Coimbatofe, 

Taluk Pollachi. 

Name of applicant Mr. P. S. Sethu Ramaswami Ayyar. 

Name of village ... ... Pollachi. 

Survey number of the site - 409. 

Depth of borehole ... ... 47 feet from ground level. 

28 do. 

28 do. 

Quality of water ... ••• Good. 

Yield 

Remarks Springs were tapped at 28 feet 

below ground level. There is a 
rise of I foot of water in the 
well after boring. The well sup- 
plies a 4-inch pump continu- 
ously 4 hours. Before boring the 
well supplied the same pump for 

twn hours nnlv 
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District ... 

Taluk 1 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 


Quality of water 

Yield 

Remarks 


Coimbatore. 

Poliachi, 

Mr. N. Mayilswami Kavandar. 
Devampadi. 

92. 

(1) 61 feet from ground level. 

(2) 50 do. 

{3) 42 do. 

Good, 


There is a rise of 2 feet of water in, 
the well after boring. A pumping 
plant is working on the well. 
Before boring there was 2 hours’ 
supply for a 4-inch pump, 
water-supply lasts for 4 h 
after boring, giving an incre 
supply of about 35,600 gallon! 
dav. ■ 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Coimbatore. 

Udamalpet. 

Mr. T. Narayanaswami Nayudu. 

Kallipalaiyam. 

24. 

95 '00 feet from ground level. 

Brackish. 

There is a rise of 6 inches of water 
in the well after boring. 
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District ... ... ••• Malabar. 

Taluk ... Calicut. 

Name of applicant The Superintendent, Government 

Mental Hospital, Calicut. 

Name of village ... ... Puthiyara. 

Survey number of the site ... 

Depth of borehole 87*00 feet from ground level. 

Quality of water Good. 

Yield 

Remarks ... There is no rise in the water level 

in the well. 







246 


DEPARTMENT OF INDUSTRIES 



District • •• Malabar. 

Taluk ... . ... Palghat. 

Name of applicant ••• ... Mr. U. Raman Nayar 

Name of village ... ... Pallavur. 

Survey number of the site ... 

Depth of borehole 45*50 feet from ground level. 

Quality of water ... ... Good. 

Yield ... ... 

Remarks Boring is put down in the well 

inside the temple compound. 
Before boring there was no 
water in the well. After boring- 
water stands at 22 feet below 
ground level. 
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District 

Taluk 

Name of applicar 
Name of village 
Survey number o 
Depth of borehol 
Quality of water 

Yield 

Remarks 


O-oq *54-” 



South Arcot. 

Cuddalore. 

^ Mr. Rama Reddiyar. 

Ramapakkam. 

f the site ... 7. 

e ••• ••• 85 '00 feet from ground level. 

... Good. 


.v here is no rise m the water level 
in the well alter boring. The 
boring has not affected the yield 
of the well. 
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District ... 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water ... ... 

Yield 

Remarks 


South Areola 
Cuddalore. 

Mr. Ayyavu Chetti. 

Pudupet. 

294-4/B. 

67 feet from e: round level. 

Slightly brackish. 

There is no rise in the water level 
after boring. 
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District 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 


Quality of water 

Yield 

Remarks 


South Arcot. 

Cuddalore. 

Mr. Muthulinga Reddiyar. 
Anattur. 

95/ *• 

(1) 20 feet from ground level. 

(2} 25 do. 

(3) 25 do. 

(4) 25 do. 

Good (drinkable). 

Trial boring. 






District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks 


South Arcot 
Cuddalore. 

Mr. Venkatasubba Reddi. 

Anattur. 

163/1. 

(1) 35 feet from ground level. 

(2) 35 do. 

Good. 

Trial borings. Water is met with 
at 10 feet below ground level. 
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District ... ••• South Arcot. 

Taluk ... ••• ... ... Cuddalore. 

Name of applicant ... ... Mr. Venkatasubba Reddi. 

Name of village Anattur. 

Survey number of the site ••• 6/2. 

Depth of borehole (i } 40 feet from ground level. 

(2) 36 do. 

Quality of water Good. 

Yield 

Remarks ... • Trial borings. No water in the 

first borehole. There is some 
water at 13 feet below ground 
level in the second borehole. 
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... South Arcot. 

• •• Cuddalore. 

leant ... Mr. Venkatasubba Reddi. 

ge ... ... Anathur. 

sr of the site ... 10-2. 

■hole ... ... 40 feet from ground level 


District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the sue 
Depth of borehole 


Quality of water 

Yield 

Remarks 


South Arcot. 

Cuddalore. 

Mr. A. S. Ratnaswami Chettiyar, 

Anathur. 

135 - (2 & 3) 134-3 ; (4) 106-3. 

(1) 32 feet from ground level. 

(2) 20 do. 

( 3 ) 35 do. 

( 4 ) 30 do. 

Good. 


Trial borings. Some of the bor- 
ings have tapped a small quan- 
tity of water. 


South' Arcot- 
Cuddalore. 

Mr. A. S. Ratnaswami Chettiyar. 

Anathur. 

(5} 702 ; (6 & 7) 79-10. 

(5) 35 feet from ground level. 

(6) 35 do. 

(7) 20 do. 

Good. 

Trial borings. So.ne of the boring 
have tapped a small cj 
water. 






District 

Taluk "... ... ... 

Name of applicant 
Name of village 
Survey 1 number of the site 
Depth of borehole 

Quality of water 
Yield 

Remarks ... 


South Arcot. 

Cuddalore. 

Mr. A. S. Ratnaswami Chettiyar. 
Pula van ur. 

(I & 2)389; (3)472. 

(1) 5 5 '5 feet from ground level. 

(2) 30 do. 

(31 35 do. 

Good. 

The first boring has tapped some 
water. 

No water is got in the second and 
third borings. 
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District 

Taluk ... 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


South Arcot. 

Cuddalore. 

Mr. Khadar Batcha Sahib. 

Pudupet. 

194-2 

40 feet from ground level. 

Good. 

Trial boring. A spring tapped at 
about 26 feet below ground level 
rose up to 14*5 feet below ground 
level 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks 


South Arcot. 

Cuddalore. 

Mr. Balakrishna Nayiidu. 
Karukkai. 

(i) 18 1 ; ( 2 ) 179. 

(1) 30 feet from ground level. 

(2) 45 do. 

Good. 

* * * 6 § ® 

Trial borings. 




District South Arcot 

Taluk Cuddalore. 

Name of applicant Mr. Subbaraya Chettiyar. 

Name of village Pudupet. 

Survey number of the site ... 86. 


Depth of borehole 


... Q3 feet from ground level. 


Quality of water Good. 

Yield 


Remarks There is a rise of 4 feet of water 





District South Arcot. 

Taluk Cuddalore. 

Name of applicant Mr. Jagannatha Reddiyar. 

Name of village Anathur. 

Survey number of the site ... 

Depth of borehole ... ... 135 5 feet from ground level and 

I-H ’5 feet from the bottom of the 
well. 

Quality of water 

Yield 

Remarks No water is met with— unsuccess- 

ful. 




District South Arcot. 

Taluk ... Tindivanara. 

Name of applicant Mr. Muttukrishna Reddi. 

Name of village Thanamanyam. 

Survey number of the site ... 

Depth of borehole (i) 35 feet from ground level. 

(2) 36 do. 

( 3 ) 30 do. 

(4) 29 do. 

Quality of water ... ... Good. 

Yield 

Remarks Trial borings- 




District ... ... ... ... South Arcot. 

Taluk ... ... Tindivanam. 

Name of applicant Mr. Mutturama Udaiyar. 


Name of village 

. Thennagaram. 


Survey number of the site .. 

. 87 


Depth of borehole 

.. (1) 62 feet from ground level. 


(2) 5 8 '5 

do. 


(3) 54 

do. 


(4) SS’o 

do. 


(5) 59*5 

do. . 

Quality of water 

Yield 

. Good. 


Remarks 

. There is a rise of 10 feet of water 
in the well after boring. 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


... South Areot. 

... Villupuram. 

... Mr. N. Krishna Reddiyar. 
... Ilangadu. 

... 50 feet from ground level. 

... Nil. 

••• No water was met with. 
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District ... South Arcot. 

Taluk Villupuram. 

Name of applicant Mr. Rama Reddiyar. 

Name of village Pranasingapalaiyam. 

Survey number of the site' ... 546. 

Depth of borehole 83 feet from ground leve 

Quality of water 
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District South Arcot. 

Taluk ... ... Villupuram. 

Name of applicant ... Mr. Kumaraswamy Chettiyar. 

Name of village Vadanur. 

Survey number of the site ... 54/4. 

Depth of borehole 30 feet from ground level. 

Quality of water Good. 

Yield ... 

Remarks Good spring was tapped at 30 feet 

below ground level in sandy 
strata and water level in the 
well has risen by 4 feet. After 
boring the well supplies a 4" 
power pump continuously, the 
water level remaining constant 
at 18 feet below ground level. 




276 


DEPARTMENT OF INDUSTRIES 



District 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


South Arcot, 

Villupuram. 

Mr. Subrahmanya Ayyar. 
Vadanur. 

84. 

43 feet from ground level. 

Good. 

There is no rise in the water level 
in the well. Unsuccessful, 



nt ... ... Mr. Khader Batch a Sahib. 

... Arpisampalayam. 
if the site ... ' 

e . ... ... (.1) 43 feet from ground level. 

(2) 33 . do. 

(3) 45. do. 
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District ... ... ... ... South Arcot. 

Taluk Villupuram. 

Name of applicant Mr. Khader Batcha Sahib. 

Name of village Arpisampalayam. 

Survey number of the site ... ...... 


Depth of borehole 

... (l) 53 f< 

eet from ground level, 


( 2 ) 49 

do. 


(3) 33 

do. 


(4) 7 1 

do. 


Quality of water 
Yield 


Remarks All the borings are failures. No 

water was met with. 
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District ... ... ... ... South Arcot. 

Taluk ... ... ... ... . Villupuram. 

Name of applicant ... ... Mr. Vedachala Oclayar, 

Name of village .... ... Thennagaram. 

Survey number of the site ... 25. 

Depth of borehole 85*5 feet from ground level. 

Quality of water ... ... Good. 

Yield There was an increase of 7 feet of 

: water in. the pit. after boring. 

Boring— Successful. 


Remarks 
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District South Arcot. 

Taluk Villupuram. 

Name of applicant , Mr. Venkatasubba Reddi. 

Name of village Mannadipet. 

Survey number of the site ... No. 1/26. 

Depth of borehole 40 feet from ground level. 

Quality of water 

Yield No water was struck with. 

Remarks The boring is a failure. 




2S2 


DEPARTMENT OF INDUSTRIES 



District South Arcot. 

Taluk ... ... Villupuram. 

Name of applicant Messrs. Balarama Reddiyar and 

Venkata ubba Reddiyar. 

Name of village Ramapakkam. 

Surve}'' number of the site ... 

Depth of borehole (l) 14 feet from ground level, 

(2) 36 do. 

(3) 25 do. 

Quality of water 

Yield ••• No water was met with. 

Remarks ... Trial borings. All are failures. 
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District ... ... ... ... South Arcot. 

Taluk ... Villupuram, 

Name of applicant ... ... Messrs. Bala ram a Reddiyar 

Venkatasubba Reddiyar, 

Name of village ... ..... Ramapakfcam. 

Survey number of the site ... *•*... 

Depth of borehole ... . ... (i) 46 feet from ground level. 

, (2) .36k.'.' v a do. - ; ■ 

(3) 36 V,- do. 

: .' (4) 28 . ado.-. -- 

Quality of water- kk ■; Two: a 

Yield ... ... No water was met with. 

Remarks ... ... ... Trial borings — Failures, 




District . . ... South Arcot. 

Taluk ... Villupuram. 

Name of applicant ... ••• Mr. Balakrishna Pillai. 

Name of village ... ... Valavanur. 

Survey number of the site ... 163; 286; 204; 346. 

Depth of borehole (iV 57 feet from ground level. 

(2) 24 do. 

(3) 3 7 do. 

{4) 53 do. 

Quality of water 

Yield 

Remarks No water was struck. Borings- 

Failure. 
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District ... ... South Arcot. 

Taluk Villupuram. 

Name of applicant A, A. Balakrishna Pillai. 

Name of village ... ... Valavanur. 

Survey number of the site ... No. 135. 

Depth of borehole 57 feet from ground level. 

Quality of water Good. 

Yield 

Remarks There is a rise of I foot of water 

in the well after boring. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks... 


South Arcot. 

Villupuram. 

Mr. R. Rama swam i Mudaliyar. 
Vanur. 

536 / 1 . 

(1) 44 feet from ground level. 

(2) 82 do. 

(j) 44 do. 

Good. 


After boring the well supplies 
about 50,000 gallons of water per 
day. Before boring the supply 
was quite insufficient for the 
power pump installed on the 
well. 
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District ... ... ... ... South Arcot. 

Taluk ... ... ... ... Villupuram. 

Name of applicant Mr. R. Ramaswami Mudaliyar. 

Name of villa ge ... ... V a nur. 

Survey number of the site ... 191. 

Depth of borehole 53 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks There is a slight yield from the 

borehole. 
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District 

Taluk 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


South Arcot. 

Villupuram. 

Mr. Govindaswami Nayudti. 
Viswareddipalaiyam. 

40 feet from ground level. 

There is no rise in the water level 
in the well after boring. Un- 
successful. 







District ... ... South Arcot. 

Taluk ••• ... ... ... Villupuram. 

Name of applicant ... ... Mr. Kondalraya Reddi. 

Name of village Seshanaganur. 

Survey number of the site ... 25. 

Depth of borehole ... ... (i) 80 feet from ground level. 

(2) 55 do. 

(3) 50 do. 

Quality of water Good. 

Yield ... ... ... ... 50 gallons per minute from the first 

borehole and 20 gallons per 
minute from the second bore- 
hole. 

Remarks ... ... ... After boring the well yields suffici- 

ent supply for a 4-inch pump 
giving a total yield of about 
150,000 gallons per day. Before 
boring it could not supply the 
pump for 15 minutes at a 
stretch. 










Taluk ... Villupuram. 

Name of applicant Mr. Kondalraya Reddi. 

Name of village Seshanaganur. 

Survey number of the site ... 204. 

Depth of borehole (1) 93 feet from ground level. 

(2) 97 do. 

Quality of water ... ... Good. 

Yield ... 

Remarks There is a rise of 2 feet of water in 

the well after boring. 




Name of village 

.. Kumbalam. 


Survey number of the site . 

.. 190/2 ; 190/1. 


Depth of borehole 

.. (i) 57 feet from ground level. 


(2) 45 

do. 


( 3 ) 50 

do. 

Quality of water 

. 


Yield 


,,,,,, 

Remarks ... 

• No spring is t 
ful. 

apped. Unsuccess- 
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District .. ... South Arcot. 

Taluk ... Villupuram. 

Name of applicant Mr. A. Krishnaswami Kavandar. 

Name of village Andiyapalaiyam. 

Survey number of the site ... 

Depth of borehole 85 feet from ground level. 

Quality of water Good, 

Yield 50 gallons per minute, at 14 feet 

below ground level. 

Remarks There is a rise of 2 feet of water in 

the well after boring. 
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Name of village ... ... Valavanur. 

Survey number of the site ... 

Depth of borehole ... ... (I) 33 feet from ground level 

(2) 26 do. 

(3) 25 do. 

Quality of water 

Yield 

Remarks No water is met with. All 

borings proved unsuccessful. 













District ... ... ... ... South Arcoi, 

Taluk ... ... ... ... Villupuram. 

Name of applicant The Co-operative Wei! Irrip'atior 

bociety- 

Name of village Melpattambakkam. 

Survey number of the site ... 246. 

Depth of borehole 157 feet from ground level. 

Quality of water Good. 

Yield ... 

Remarks There is no rise in the water level 

?n the well after boring. 



District ... 

... South Arcot. 

Taluk ... 

... Villupuram. 

Name of applicant 

... Mr. Arunachalarn Reddi. 

Name of village 

... Ramapakkam. 

Survey number of the site 

... 63; 17; 68; 69. 

Depth of borehoi e 

... (1) 46 feet from ground level. 

(2) 38 do. 

( 3 ) 40 do. 

( 4 ) 38 do. 

Quality of water 

Good. 

Yield 

.. . ••■... 

Remarks 

••• Springs tapped at about 32 fee 
below ground level Present wate 
level in the boreholes t 8 fee 
below ground level. 







District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


South Arcot. 

Villupuram. 

Mr. Arunachalam Reddi. 
Ramapakkam. 

69. 

1 14 feet from ground level. 


No water is got. 




District ... 

Taluk 

Name of applicant 

Name of village 

Survey number of the site . 

Depth of borehole 

Quality of water 

Yield 

Remarks 


South Arcot. 

Villupuram. 

Mr. Bangaru Reddi. 
Pranasin gapa 1 a i y a m . 

II6/3. 

36 feet from ground level 


No water is met with. 
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District South Arcot. 

Taluk ... ... Villupuram. 

Name of applicant Mr. S. Sun dura Reddiyar. 

Name of village ... ... Pranasingapalaiyanu 

Survey number of the site ... 126. 

Depth of borehole ... ... 42 feet from ground level. 

Quality of water ... ... Good. 

Remarks Water stands at 15 feet below 

ground level in the borehole.. 
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District ... ... South Arcot. 

Taluk Viilupuram. 

Name of applicant Mr. S. Sundara Reddiyar. 

Name of village ... ... Pra n a sin ga pa la iy am. 

Survey number of the site ... 126. 

Depth of borehole 52 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks ... ... A spring was tapped at 20 feet 

below ground level and rose up 

to 15 feet below ground level. 
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District South Arcot. 

Taluk ... Villupuram. 

Name of applicant •••• ... Mr. Ramaswami Rcdcli. 

Name of village Navamalmarudur. 

Survey number of the site ••• 128/2. 

Depth of borehole ... ••• (I) 45 feet from ground level. 

(2) 30 do. 

( 3 ) 30 do. 

Quality of water ••• ... Good. 

Yield ... 

Remarks ... Trial borings. Springs tapped at 

about 20 feet below ground level. 




South Arcot. 

Villupuram. 

Mr. Ramaswamy Reddt. 

N a vama 1 m a rudu r. 

128/2. 

(1) 32 feet from ground-level. 

(2) do. 

Good. 

Trial borings. Springs tapped at 
about 20 feet below ground level. 
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District ... ... 

Taluk ... ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 


South Arcot. 

Vi 11 up ura m. 

Mr. J. Swamikannu Pad, 
Navamalmarudur. 


'orn ground leve 


Quality of water 

Yield 

Remarks 


Trial borings. No spring was n 
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District .. South Arcot, 

Taluk Vi 11 up ura m. 

Name of applicant ... ... Mr. M. Venkatapathi Reddi. 

Name of village ... ... Navamalmarudur. 

Survey number of the site ... 1 34/12. 

Depth of borehole 47 feet from ground level. 

Quality of water Good, 

Yield ... ... ... 

Remarks ... A spring is tapped at 25 feet below 

ground level. Piesent water level 
is 7 feet below ground level. 
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District South Arcot. 

Taluk Villupuram. 

Name of applicant ... ... Mr. Duraiswami Nayudu. 

Name of village Pranasingapalaiyam. 

Survey number of the site ... 193. 

Depth of borehole 47 feet from ground level. 

Quality of water Good. 

Yield ...... 

Remarks ... A spring is tapped at 45 feet below 

ground level and there is a rise of 
3 feet of water in the well after 
boring. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of 
Depth of borehole 
Quality of water 

Yield 

Remarks 



South Arcot. 

Villupuram. 

Mr. Balasubrahmanyam Chetti. 

... Valavanur. 
he site ... 71. 

76 feet from ground level. 

Good. 

No rise in the water level in 

well. Borings — failure. 





District 

... South Arcot. 

Taluk ... 

... Villupuram. 

Name of applicant 

... Mr. Tulasi Kavandar. 

Name of village 

.. . Kuchichippalaiyam. 

Survey number of the site 

... 224. 

Depth of borehole 

.... ( I ) 81 feet from ground le 1 

(2) 6f do. 

Quality of water 

Yield ; 

... Good. 

Remarks 

... No rise in the water lev 
well after boring. Bor 
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District 

South Arcot. 

Taluk 

Villupuram. 

Name of applicant 

Mr. Venkatarama Ayyar. 

Name of village 

Agaram. 

Survey number of the site ... 

2 7 - ' 

Depth of- borehole. ... 

47 feet from ground level. 

Quality of water 

Good- 

Yield' ... : 


Remarks 

There is slight yield from 
: borehole.,,:, ' 
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District ... ... South Arcot. 

Taluk ... ••• • •• ... Villupuram. 

Name of applicant Mr. Venkatarama Ayyar. 

Name of village •• ... Agaram. 

Survey number of the site ... 28. 

Depth of borehole ••• ... 34 feet from ground level. 

Quality of water ••• ' ... Good. 

Yield ... 

Remarks ... ... ... No water was tapped. 
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District... 

Taluk 

Name of applicant 
Name of village 
Survey number of the 
Depth of borehole 
Quality of water 
Yield 

Remarks 
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South Arcot. 

... Vriddhachalam. 

Mr. Kesava Pillai. 

Kavanur- 
site ... 525. 

... 210 feet from ground level. 

... Good. 

... 35 gallons at iH feet above ground 

level. 

.... An artesian spring was tapped at 
199*5 feet from ground level and 
flows 1*5 feet above ground level. 
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District ... ... ... ... South Arcot. 

Taluk Vriddhachalam. 

Name of applicant Mr. Ramakrishna Filial. 

Name of village Kavanur. 

Suivey number of the site ... 249. 

Depth of borehole 223 feet from ground level. 

Quality of water Good. 

Yield 70 gallons per minute. 

Remarks ... ... Ground boring. An artesian spring 

was tapped at 216 feet below 
ground level in a sandy stratum 
and rises li feet above ground 
level. 
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District... ... ... ••• South Arcot. 

Taluk ... ••• Vriddhachalam. 

Name of applicant ... ... Mr. Manikkam Pillai. 

Name of village ... ... Kavanur. 

Survey number of the site ... 514-2. 

Depth of borehole ... ... 253*5 feet from ground level. 

Quality of water ... Good. 

Yield ... 300 gallons per minute, at 2 feet 

above ground level. 

Remarks Ground boring. An artesian spring 

was tapped at 253*5 feet below 
ground level. 

2 1 “A 
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District ... ... South Arcot. 

Taluk Vriddhachalam. 

Name of applicant Mr. N. Annamalai Pillai. 

Name of village ... ••• Kavanur. 

Survey number of the site • 299. 

Depth of borehole ... • •• 264 feet from ground level. 

Quality of water Good. 

Yield ... 55 gallons per minute. 

Remarks ... .... ... An artesian spring was tapped at 

255 feet below ground level. 
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District ... Tanjore. 

Taluk ••• Kumbakonam. 

Name of applicant ••• The Manager, Kasi Mutt. 

Name of village ... ••• Tiruppanandal. 

Survey number of the site ... (Inam lands.) 

Depth of borehole ... ... 96 feet from ground level. 

Quality of water ... ... Good. 

Yield •• 4 gallons per minute at IT feet 

from ground level. 

Remarks ... .... ... A good sub artesian spring was 

tapped at 94 feet below ground 
level and rose up to 8 feet below 
ground level. 




District ... 

Taluk ... ■ 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield 
Remarks 


Tanjore. 

Kumbakonam. 

The Manager, Kasi Mutt 

Tiruppanandah 

(Imam lands.) 

53 feet from ground level. 

Good. 

A small quantity of water was met 
with at 12 feet below ground 
level. 
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District ... ... ... ... Tanjore. 

Taluk ... ... Kumbakonam. 

Name of applicant * The Manager, Kasi Mutt. 

Name of village ... ••• Tiruppanandal. 

Survey number of the site ... (In am lands.) 

Depth of borehole 54 feet from ground level. 

Quality of water .. ... Good. 

Yield About 4. gallons per minute at 14 

feet below ground level. 

Remarks... ••• ... ... A good sub-artesian spring was 

tapped at 52 feet below ground 
level and rose up to 4 feet from 
ground level. 
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District Tanjorc. 

Taluk ... ... Kumbakonam. 

Name of applicant .... ... The Manager, Kasi mutt. 

Name of village ... Timpanandal. 

Survey number of the site ... 

Depth of borehole ... ... 66 feet from ground level. 

Quality of water Good. 

Yield ... 

Remarks ••• A spring was tapped at 62 feet 

from ground level and rose up to 
5 feet below ground level. 






78-00 


District ... ... ... ... Tanjore. 

Taluk ... ... ... ... Papanasam. 

Name of applicant ... ••• Mr. S. R. M. Chokkalingam Chetti- 

yar. 

Name of village ... ... Ammapet, Puthur Village. 

Survey number of the site ... 345 of village No. 134 Puttur. 

Depth of borehole ... . 78 feet from ground level. 

Quality of water Good. 

Remarks ••• This boring is put down in the 

well at the Venkatachalapatti 
Rice Mill. Prior to boring there 
was no water in the well. A 
spring was tapped at 76 feet 
below ground level. There is 
41 feet of water in the well after 
boring. 
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District ... 
Taluk . ... 



Name of applicant ... ••• The Superintendent, Medical 

School, Tanjore. 

Name of village ... ... Mambalam. 

Survey number of the site ... 

Depth of borehole ... ... 93 feet from ground level. 

Quality of water .. ... Good. 

Yield ... — A rise of 9 feet of water in the well 

was noticed after boring. 

Remarks ... The boring was put down in the 

well in the compound of the 
Medical School Hostel, Tanjore. 
Good springs were tapped at 
7 5 feet and 88 feet below ground 
level. 
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District ... 

Taluk 

Name of applicant 

Name of village 

Survey number of the site. 
Depth of borehole 

Quality of water 

Yield 

Remarks 


Tanjore. 

Do. 

The Ex e c lit iv e En g ineer, D ra i n a g. e 
Division , M a d u r a . 

Vennar Bed, Palliagraharam, 
Tanjore. 

Nil. 

(!) 36 feet from the bed of the ri ver. 

(2) 41*5 do. 

(3) 40'5 do. 

Good. 


These borings were put down in the 
bed of river Vennar to examine 
the nature of the under ground 
strata in connexion with the 
Tanjore water-supply scheme. 
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District ... ... Tanjore. 

Taluk ... ... ••■ ••* Do. 

Name of applicant The Executive Engineer, Drainage 

Division, Madura. 

Name of village ' Vennar Bed, Pulliagraharam, 

Tanjore. 

Survey number of the site ... Nil. 

Depth of borehole (l) 3775 feet from the bed of the 

river. 

(2) 31*00 do. 

(3) 41‘CG do. 

Quality of water ... Good. 

Yield ... ...... 

Remarks ••• These borings were put down in 

bed of river Vennar to examine 
the nature of underground strata 
in connexion with the Tanjore 
water-supply scheme. 
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District. ... ... Trichinopoly. 

Taluk ... ... Karur. 

Name of applicant Mr. C. Krishnaswami Nayndu. 

Name of village ... ... Pasupathipalaiyam, Karur. 

Survey number of the site ... 1430. 

Depth of borehole ... ... 35 feet from ground level. 

Quality of water ... ... Good. 

Yield ... ...... 

Remarks ... Before boring the well sup, 

mhotes for 2 hours. After boring 
it supplies for 3 hours. 
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District 

Taluk 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


Trichi nopoly. 

Karur. 

Mr. C. Krishnaswami Nayudu. 
Karur Town. 

45 feet from ground level. 

Good. 

Present water level 33 feet below 
ground level. 




District ... ••• Trichinopoly. 

Taluk ... Musiri. 

Name of applicant • ... Mr. R. Ramachandra Ron. 

Name of village ... ... Thoppalampatti. 

Survey number of the site ... t 29. 

Depth of borehole 81 feet from ground level. 

Quality of water Good. 

Yield ... ... ... ••• There is a rise of 3 feet of water in 

the well. 

Remarks ••• ... ... A 4 b.p. Ha unworthy oil-engine 

and a 3 inches Tanjye’s pump 
are installed on this well. Be- 
fore boring there was 4 hours’ 
supply for the pump (120 gallons 
capacity per minute.) After 
boring the well supplies the 
pump for the whole day. 




District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield 

Remarks 

22 


Trichinopoly. 

Musiri. 

Mr. R. Ramachandra Rao. 
Thoppalampatti. 

410/3. 

62 feet from ground level. 
Good. 


There is a rise of 6 inches of water 
in the well after boring. 
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District • •• ••• Trichincpoly . 

Taluk ... •*. Do. 

Name of applicant Mr. K. S. Ganapatty Ayyar. 

Name of village Tiruvanaikkaval- 

Survey number of the site 2021. 

Depth of borehole ... ... 67 feet from ground level. 

Quality of water Good. 

Yield ... 200 gallons per minute at 14 feet 

Lelow ground level. 

Remarks ... ... ... A good spring is tapped in the 

sandy stratum 67 feet below 
ground level. The well supplies 
one mhote for a whole day. 




District ... Trichinopoly. 

Taluk ••• ... Do. 

Name of applicant ... ... Mr. M. M. P. Louis. 

Name of village Pettaivayttalai. 

Survey number of the site ... 9 “ 

Depth of borehole ... ... (l) 44 feet from ground level. 

(2) 36 feet 5 inches in ground level. 

(3) 57 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks ... ••• ... There was a rise of 2 feet of water 

in the well after boring. Before 
boring the well supplied a 6 h.p. 
oil engine and a 3 inches Worth- 
ington pump for two hours and 
after boring the supply lasted 
for 4 hours thus giving an in- 
creased supply of about 20,000 
gallons per day. 


2 2-A 





District Trichinopoly. 

Taluk ... Do. 

Name of applicant Mr. N. M. Kajamiyan Ravuttar. 

Name of village Sembattu. 

Survey number of the site ... 

Depth of borehole S6'5 feet from ground level. 

Quality of water Gooch 

Yield ... . There is a rise of 9 l /i feet water in 

the well after boring. 

Remarks Good springs were tapped between 

SO feet and 60 feet below ground 
level. 
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District ... ... • Trichinopoly. 

Taluk Do. 

Name of applicant Mr. N. M. Kajamiyan Ray uttar. 

Name of village Sembattu. 

Survey number of the site ... 239. 

Depth of borehole 95 feet from ground level. 

Quality of water ... ... Good. 

Yield 80 gallons a minute. 

Remarks A spring was tapped at 49 feet 

below ground level resulting in 
an increase of I foot of water 
in the well, which now supplies 
about 36,000 gallons per day. 
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District ... ... ... ... TrichinGpoly. 

Taluk ... Do. 

Name of applicant Mr. N. M. Kajamiyan Ravmtar. 

Name of village Pudukota Road, Trichinopoiy. 

Survey number of the site ... 46. 

Depth of borehole 9/" 5 feet from ground level. 

Quality of water ... ... Good. 

Yield 

Remarks ... Before boring the well '-.iipplied 

water continuously for two hours 
and after boring it supplied for 
four hours. There was a rise of 
2 feet of w iter in the well after 
boring. 
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District ... ... Trichi nopoly. 

Taluk Do. 

Name of applicant Mr. N. M. Kajamiyan Ravuttar. 

Name of village ... ... Sembattu. 

Survey number of the site ... (Weil in the Tannary of Mr. M. J. 

Abdul Kader Sahib.) 

Depth of borehole 87 feet from ground level. 

Quality of water Good. 

Yield . ... 

Remarks A spring was tapped at 59 feet 

below ground level resulting in 
an increase of the water level in 
the well by I foot. The well 
supplies a mhote for two hours at 
present. 



Name of village 

Trichinopoly. 

Survey number of the site ... 

(Jail compound). 

Depth of borehole 

100 feet from ground level. 

Quality of water 

Yield 

Good. 

Remarks ... 

There is a rise of iff feet of water 
in the well after boring. The 
supply is sufficient for a kavalai, 
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District ... ... . .... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 



Trichinopoly. 

... . • ■. Do. .. 

... Mr. P. Kalifullah Sahib. 

... Sembattu. 

... 78 feet from ground level. 

... Good. 


There is a rise of 2 feet of water in 
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District Trichi nopoly. 

Taluk Do. 

Name of applicant ... Khan Bahadur P. Kalifulla Sahib. 

Name of village Race course, Trichinopoly. 

Survey number of the site ••• ...... 

Depth of borehole 99 feet from ground level. 

Quality of water Good. 

Yield ... ... ••• ••• 

Remarks A feeble spring was tapped at 47 

feet below ground level and 
water rose up to 29 feet below 
ground level. Before boring 
there was no water in the well. 
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District ' . ... ... ... Trichinopoly. 

Taluk ... ... ... Do. 

Name of applicant ... Mr. N, M. Kajamiyan Ravuttar. 

Name ov village ... Sembattu. 

Survey number of the site ... 203. 

Depth of borehole 96 feet from ground level. 

Quality of water ••• ... Good. 

Yield 

Remarks The boring increased the water 

level in the well by 2*5 feet. 
The supply lasts for 4 hours for a 
mhote. The water is used for the 
tannery. 




District Trichinopoly. 

Taluk Do. 

Name of applicant Mr. R. Kalifullah Sahib. 

Name of village • •• ... Samhattu. 

Survey number of the site ... 172. 

Depth of borehole (l) 61 feet from ground level. 

(2) 85 do. 

(3) 81 do. 

Quality of water ••• Good. 

Yield 

Remarks ... These borings were put down to 

increase the water-supply in the 
well for the use of the tannery. 
There was an increase of 2 feet 
of water in the well as a result 
of boring. 
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District ... ... Trichinopoly. 

Taluk ... ... Do. 

Name of applicant Khan Bahadur P. Kalifulla Sahib 

Bahadur. 

Name of village Race Course, Trichinopoly. 

Survey number of the site ... Bungalow well. 

Depth of borehole ... IQ0‘5 feet from ground level. 

Quality of water ... .. Good. 

Yield 

Remarks ... Before boring there was only I 

foot of water in the well. As a 
result of boring water level in 
the well rose by 2% feet. 






District Madura. 

Taluk Dindigul. 


Name of applicant Mr. K. Vengana Chetti. 

Name of village Dindigul. 

Survey number of the site •• 

Depth of borehole ... ... 51*5 feet from ground level. 

Quality of water Good. 

Yield - * 

Remarks There are no water in the well 

before boring. After boring a 
spring was tapped at 32 feet 
below ground level and rose up 
to 18*5 feet below ground level. 
The well therefore requires 
deepening. 




District 

. Madura. 

Taluk 

. Palni. 

Name of applicant 

. Mr. P. K. R. Khshnan Chetti. 

Name of village 

. Chin n a kk a np at t i pud ur. 

Survey number of the site .. 


Depth of borehole 

• 55 feet 6 inches from ground level. 

Quality of water 

.. Good. 

Yield ... 



Remarks 

.. Before boring there was I foot of 
water. There is no rise in the 
water level after boring. 
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District ... Madura. 

Taluk ... • ... ... Palni. 

Name of applicant . ... Mr. N. K. Ramaswami Chetti. 

Name of village • • Nauakkarai. 

Survey number of the site ... ... .. 

Depth of borehole •• 60 feet from ground level. 

Quality of water ...... 

Yield • ••• ... ... ...... 

Remarks ... No spring was tapped. 




District ... ... .. ... Madura. 

Taluk Palni. 

Name of applicant ... .. Mr. N. K. Ramaswami Chetti. 

Name of village ... ••• Nauakkarai. 

Survey number of the site ... 

Depth of borehole 42 feet from ground level. 

Quality of water 

Yield 

Remarks No water was met with. Boring — 

failure. 
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District ... 

Taluk ■ ... ... 

Name of applicant .. 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield ... 

Remarks... 


Madura. 

■Palni. 

Mr. R. Rokkayya Kavandar. 

Sarnia rpudur. 

(1) 45 '5 feet from ground level. 

(2) 68’0 do, . 

Good. 

No rise in the water level after 
boring. 


'>... A 
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District..* 

Taluk ... ... ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole ... 
Quality of water 

Yield 

Remarks . ■. '■ 


Madura. 

Palni. 

Mr. R. Rokkayya ICavandar. 
Samiarpudur. 


58*5 feet from ground level. 
Good. 


Before boring there was no water 
in the well. After boring a 
spring was tapped at 48 feet 
below ground level. There is li 
a foot of water in the well. 




District Madura. 

Taluk ... Palni. 

Name of applicant ... ••• Mr. C. Nachimuttu Kavandar. 

Name of. village Attappampatti. 

Survey number of the site ... * — 

Depth of borehole 5 7 feet from the ground level. 

Quality of water ... Good. 

Yield ... 

Remarks ... There is r foot of water in the well 



District .. ... Madura. 

Taluk ••• ... Pa Ini. 

Name of applicant ... ••• Mr. C. Nachimuttu Kavandar. 

Name of village Attappanpatti. 

Survey number of the site ... ..... 

Depth of borehole ... ... 62 feet from ground level. 

Quality of water 

"Yield 

Remarks ... ... No water is got. 



Name ot village 

. Yllmagararm 

Survey number of the site .. 

. 1661. 

Depth of borehole 

. 38*5 feet from ground level. 

Quality of water 

. 

Yield 


Remarks - 

. No water is got. Boring was 
stopped since hard rock was met 
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District Madura. 

Taluk ... Tirumangalam. 

Name of applicant ... ... Mr. Bangaru Achari (alias) Alagar 

swmi Achari. 

Name of village Areyapatti. 

Survey number of the site ... ...... 

Depth of borehole 69'g feet from ground level. 

Quality of water 
Yield 

Remarks ... There was % a foot of water in 

the well prior to boring. There 
is no rise in the water level after 

boring. 
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District Madura. 

Taluk ••• Uttamapalaiyam. 

Name of applicant Mr. S. A. Sankaralingam Nadar. 

Name of village ••• ... Tirumalapuram. 

Survey number of the site ... (Bodinayakanur Zamin.) 

Depth of borehole ••• ... 61 feet from ground level. 

Quality of water Good. 

Yield There is a rise of 3 feet of water 

in the well after boring. 


Remarks 
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District •• Madura. 

Taluk Uttamapalaiyam. 

Name of applicant Mr. P. Kandaswami Chetti. 

Name of village Tirumalapuram. 

Survey number of the site ... (Zamindari land.) 

Depth of borehole 70 feet from ground level. 

Quality of water ••• ... Good. 

yield There is a rise of 3 feet of water 

well after boring. 


Remarks 
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District ... 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks 


Madura. 

U tt a mapala i y a m . 

Mr. L. Ratna Singh of Madura, 
Rattnapuram. 

521 . 

(1) ioS'5 feet from ground level. 

(2) 65 0 feet from ground level.* 

(3) 61 '00 feet from ground level. 

Good. 


There is a rise of 4 feet .of water in 
the well after boring. Before 
boring the well supplied a mhoie 
for 3 hours a day. After boring* 
the supply lasts for 6 hours- a 
day. 
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District ... - ... ... Madura. 

Taluk ... Uttamapalaivam. 

Name of applicant ... ... Mr. L. Ratna Singh of Madura. 

Name of village Rattinapuram. 

Survey number of the site ... 525. 

Depth of borehole 30 feet from ground level. 

Quality of water 
Yield . 

Remarks 


No water is met with. 







District ... ... Madura. 

Taluk Uttamapalaiyam. 

Name of applicant ... ... Mr. L. Ratna Singh of Madura. 

Name of village Rattinapuram. 

Survey number of the site ... 519/1. 

Depth of borehole 42 feet from ground level. 

Quality of water 

Yield ... ... ...... 

Remarks ... ... ••• No water is met with 
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District ... Ramnacl. 

Taluk ... Tiruppattur. 

Name of applicant Mr. S. V. E. Vyravan Chettiyar. 

Name of village Chokkalingampudur. 

Survey number of the site ... 

Depth of borehole 95 feet from ground level. 

Quality of water Drinkable. 

Yield ... 

Remarks ... There is a rise of 2 feet of water in 

the well as a result of boring. 
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District ... ... ... ... Ramnad. 

Taluk ••• Tiruppattur. 

Name of applicant Mr. N. M. A. R. Subrahmanyam 

Chettiyar. 

Name of village ... ... Chokkalingampudur. 

Survey number of" the site ... 

Depth of borehole 133 feet from ground level. 

Quality of water Drinkable. 

Yield ... 

Remarks ... .•• There was no water in the well 

before boring. There is a rise 

t: 
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District Ramnad. 

Taluk ... Tiruppattur. 

Name of applicant ... ••• Mr. C. V. C. T. Venkatachalam 

Chettiyar. 

Name of village Kanadukathan. 

Survey number of the site ... 

Depth of borehole 166 feet from ground level. 

Quality of water ... ... Drinkable. 

Yield 

Remarks ... - There is a rise of 2 feet of water 

in the well after boring. 
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District ... 

... ... Ramnad. 

Taluk ... 

... Tiruppattur. 

Name of applicant 

... Mr. C. V. C, T. Venkatachalam 
Chettiyar. 

Name of village 

... Kanadukathan. 

Survey number of t 

he site ... 

Depth of borehole 

... ... II 5 feet from ground level. 

Quality of water 

Drinkable. 

Yield ... ... 

• ■ 

Remarks 

Springs were tapped at different 

layers as shown in the sketch. 
There is 5 ,r -2 beet of water in the 
well after boring. There was no 
water before boring was put 
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District Ramnacl. 

Taluk Tiruppattur. 

Name of applicant Mr. V. P. R, Rm. Ramaswami 

Chettiyar- 

Name of village Chokkalingampudur. 

Survey number of the site ... 

Depth of borehole 180 feet from ground level. 

Quality of water Drinkable. 

Yield 

Remarks ... ••• ... There is a rise of feet water in 

the well after boring. Before 
boring the well, was dry. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield 

Remarks ■ ... ■ 


Ramnad. 

Tiruppattur. 

Mr. C. A. P. C. Subbayya Chettiyar. 
Kanadukathan. 


139 feet from ground level. 
Drinkable. 


Springs were tapped in different 
layers as shown in the sketch. 
There is a rise of 4 feet of water 
in the well after boring. Before 
boring there was no water in the 
...well.;' 
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District Ramnad. 

Taluk Tiruppattur. 

Name of applicant Mr. V. P. R. Rm. Ramaswami 

>; Chettiyar- 

Name of village ... ... Chokkalingampudur. 

Survey number of the site ... ...... 

Depth of borehole ... ... 180 feet from ground level. 

Quality of water ... ... Drinkable. 

Yield ... ... 

Remarks ... ... ... There is a rise of 2 *{ feet water in 

the well after boring. Before 
'boring the well was dry. 
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farent 
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165 00 Yellow clay 

YELLOW CLAY 
577 00 AND SAMD 


District 

Taluk 

Name of applicant ... 

Name of village 
Survey number of the site 
Depth of borehole ... 
Quality of water 
Yield ... ... ... 

Remarks ... " 


Ramnad. 

Timvadarai, 

Divan Bahadur P. Somasundarara 
Chettiyar. 

Devakottai. 


193 feet from ground level. 
Good. 


Good springs were tapped between 
I/O feet and igo feet below 
ground level. There is a rise of 
31 T 2 ieet of water in the well 

after boring. : v.y 
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District ... . Ratnnad. 

Taluk ... ... ... ... Tiruvadarai. 

Name of applicant ... ... Mr. P. L. S. Iv. R. Lakshmanan 

Chettiyar. 

Name of village .... ... Devakkottai. 

Survey number of the site ... ...... 

Depth of borehole I/O feet from ground level. 

Quality of wafer Drinkable. 

Yield 

Remarks ... ... There is a rise of 6 feet of water 

in the well after boring. Before 
boring there was no water in 
the well. 
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District 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Ramnad. 

Tiruvadanai. 

Mr. O. V. R. S. V. Son. Soma- 
sundaram Chettiyar. 

Sha n m ugan a tha pit ra i n . 

186 feet from ground level. 

Drinkable. 

There was no water in the well 
before boring. There is 10 feet 
of water in the well after boring. 
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District . Ramnad. 

Taluk Tiruvadanai. 

Name of applicant ... ... Mr. M. P. L. C. T. Chidambaram 

Chettiyar. 

Name of village Devakottai. 

Survey number of the site ... ...... 

Depth of borehole ... , .186 feet from ground level. 

Quality of water Drinkable. 

Yield 

Remarks ... There is a rise of 13 feet 6 inches 

of water in the well after boring. 






istrict ... ... ... ... Tinnevelly. 

a Ink Ambasamudraro, 

ame of applicant ... ... Mr. R. S. A. Sankara Ayyar. 

ame of village ... ... Kullidaikurichi. 

.irvey number of the site ... (Zamindari land.) 

2pth of borehole ... ... 59 feet from ground level. 

utility of water ... ... Slightly brackish. 

iekl ... ...... 

emarks ... ... ... There is a rise of r foot of water 

in the well after boring* 
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District Tin novel} y. 

Taluk Ambasamudram. 

Name of applicant Mr. S. R. Subba Ayyar. 

Name of village Karaikurichi. 

Survey number of the site ... 

Depth of borehole 38*25 feet from ground level. 

Quality of water Slightly brackish. 

Yield 

Remarks ... ... ... Water stands at 9*5 feet below 

ground level. 






District Tinnevelly. 

Taluk Kovilpatti. 

Name of applicant Mr. S. Venkatarama Ayyar. 

Name of village Vadakku Elantlaikuiam. 

Survey number of the site ... 

Depth of borehole ... ... 36 feet from ground level. 

Quality of water Drinkable. 

Yield ...... 

Remarks. - ... ... There ; is rise of 1 foot of water ia 

the well after boring. 



... Tinnevelly, 

, ... ... ... Kovilpatti. 

p p 1 i c a lit ... ... Mr . G . N a ga y y a . 

illage Puliyampatti. 

ruber of the site .... (Maniyacht Zamindar 
wrehole ..... ... 76’25 feet from grown 
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District ... 

Taluk 

Name of applicant 

... Tirmevelly, 

... Kovilpatti. 

Mr. M. S. P. - 

F. Sabapathi Filial 

Name of village 

... Ayyanaruthu 


Survey number of the site ... 619. 

Depth of borehole 29*25 feet from ground level. 

Quality of water 

Yield ... 

... Drinkable. 


Remarks 

... There is no rise in the water 1m 





ROCK 


Tinnevelly, 

Kovilpatti. 

Mr. M. S. P. T. Sabapatfr 
Ayyanaruthu. 

620. 

67 feet from ground level* 

Drinkable. 

There is no rise in -the', w 
after boring. Unsucce 







District ... 

Tinnevelly. 

Taluk 

Kovilpatti. 

Name of applicant 

Mr. M. J. Ramaswami Ayyar. 

Name of. village 

Tonukal. 

Survey number of the site ... 

749- 

Depth of borehole 

40’5 feet from ground level. 

Quality of water 

Drinkable. 

Yield ... 

There is a rise of 1*5 feet of water 
in the well after boring. 

Remarks 

T h e w e 1 1 w a s s lip p 1 y i n g w a f e r f or 
2 rnhotes for 4 hours before hor- 
.i. ing. After boring it supplies 
water throughout the day. 





applicant ... ... The Depressed clause?, 

village ... ... Mel ParaippaUi. 

umber of the site ... 

borehole ... ... 65/00 feet from ground level. 

>f water ... ... Brackish. 

Water tapped in the first and 

second borehole rose to 16 f-ii 
tp . and 13*75 feet respectively. 




District ... TinneveHy. 

Taluk Ivoviipatti. 

Name of applicant ... ... The Depressed classes of Mel 

Paraippatti. 

Name of village Kurumalai. 

Survey number of the site ... 

Depth of borehole 2450 feet from ground level. 

Quality of water ... ... 

Yield 

Remarks ... ... No water is tapped. 
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District... ... ... Tinnevellyv 

Taluk ... ... ... Sankaranayinarkoyil. 

Name of applicant ... ... Mr. P. Rama Ayyar. 

Name of village Sankaranayinarkoyi!. 

Survey number of the site ••• ...... 

Depth of borehole ... ... 23 '5 feet from ground 

Quality of water Brackish. 

Yield ... 

Remark's _ ... ... ... ...... 









DEPARTMENT OF INDUSTRIES 


395 



District ... ... ... ••• Tinnevelly. 

Taluk ... ... ... Sankaranayinarkoyil, 

Name of applicant ... ... Mr. Madappa Karayalar. 

Name of village : ... ... Muttiiswamipuram. 

Survey number of the site ... '{Talavan'kottai Zaminciari.) 

Depth of borehole 52 feet from ground level. 

Quality of water ...... Slightly brackish. 

Yield ... 

Remarks ... ... ... There is a rise of I foot of water 

in the well after boring. 
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District . 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water. . ■. ■ ... 
Yield »** 

Remarks , R* ■ 


Tinnevelly, 

Sri vaikun tain. ■ 

Mr. K. V. Srinivasa Ay y a r. 
Padmanabhamangaiam.- ' 

55 feet from ground level. 

Slightly brackish. 

6 gallons per minule . 

There Is a rise of g inclu-x of water 
in the well boring. 
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District ... ... ... Tinneveliy. 

Taluk ...... ..i ... Srivaikuntam;. 

Name of applicant ... ' ... Mr. K. Perumal Naieker. 

Name of village . ...... Tuticorin. 

Survey number of the site ... 

Depth of borehole ... ... 16*75 feet the bed of the channel. 

Quality of water Saline. 

Yield 

Remarks ... ...... 




LOO SE ./ | 

ROCK. 

T'p.9 K 


District ... 

; 

. 

Tinneveliy. 

Taluk ... 

Do. 

Name .of. applicant 

Mr. Sankarasubba Ayyar. 

Name of village ' ... 

T i r u v a nn a l h a p u ra m , P a 3 a m cotta h , 

Survey number of the site ... 


Depth of borehole 

J2 feet 3 inches from ground level. 

Quality of water 

Surface water is slightly brackish 
and Drinkable water is tapped 
below. 

Yield ... 

2 gallons per minute. 

Remarks 

Water stands at 6 feet below 


ground level in the borehole. 
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District ... .'••• ■ ... 

Tinneveily. 

Taluk 

Do. 

Name of applicant 

Mr. Thomas Ponnuswami Pillai, 

Name of village 

Palamcottah. 

Survey number of the site ... 


Depth of borehole 

35 feet from ground level. 

Quality of water 

Drinkable. 

Yield ... 

About 4 gallons per minute. 

Remarks 

Water met with at 35 feet be] 
ground level and rose up tc 


feet below ground level. 
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District .... . .... : ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


Tinnevelly. 

Do. 

Mr. T. S. Krishnaswami Ayyar. 
Thimmarajapurarn. 

17 feet from ground level. 
Drinkable. 

About 2 gallons per minute. 

Spring tap pe la; M feet be! 
ground level and rose up. to 
feet below ground level 
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District ... ... ... Tinnevellv. 

Taluk .... 

Na rn c o f a p p 1 i. c a n t ... 

Name of .village ■ 

Survey number of the site 
Depth '.of ■borehole . . •■■■• ■. '.-G 6 1 , feet. 6 inches from ground level. 

Quality of water ■*• Drink able- 

Yield , ' .■ ■■ -... ■ 1 ...y ■ 

Remarks..* .. .. No rise in the water level in the 

well aft* r i soring. 


R ev., Brother G na nnpraka sam. 
H i g 1 1 ■ g ro 1 . 1 .! ) t 1 , B a ! a i n c ot 1 1 1 h . 
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District ... ... 

Taluk 

Name of applicant ... 
Name of village 

Survey number of the site , . 
Depth of borehole ... 
Quality of water 

Yield ■ ... 

iPeniarks: 


Tinnevellv, 


Mr. Mathurbutham Ayyar. 

Gopalaswami Koil Street, Pa lam 
9 cottah. 


35 ieet from ground level. 
Slightly brackish. 


Water met with at about 13 feet 
below ground level. Present: 
■water- level is.. JO’S feet below 
ground, level. Yields suiilci ntly 
supply > >r a lY hand pi m| or 
about 4 gallons per minute. 
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District ... ... ... 

Taluk ... 

Name of applicant 
N'anie'of. village 
■Survey number' of' the site 
Depth; 'of 1 tore hole 
Quality of water .■ .mi y 
Yield 

Remarks , ... 


Madras. 

Madras Town. 

Mr. P. Ramiiappa Grarnani. v-:-o .a 
Mylapore. 

l ; 70'2/3e Sullivan’s Cxapden’k Road,. 
JO; feet from ground level, 

Good. 

A spring was tapped ^pTeeflaeiolw. 
'......-ground -' level..; and- 'rose;/ PR' vt'o':// 

feet below ground level.- 










District ... 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Madras. 

Madras Town. 

The Chief Engineer, Madras Port 
I rust. 

Madras. 

(Near first Harbour gate.) 

1 44 Met from ground level. 

Good, 

Present water level— io feet below 
groun d 1 ey el— Successful. 
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District Chingleput. 

Taluk Chingleput. 

Name of applicant Mr. P. A. Duraiveiu Mutlaliyar. 

Name of village ... ... Forpandnl. 

Survey number of the site ... 

Depth of borehole 24 feet from go unci level. 

Quality of water ... Good. 

Yield ... 

Remarks ... ... ... Unsuccessful. 




lungleptit. 
hinglepuf. 
r. P. A. Dural 


feel irom ground lev 
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District ... ... ... Ghingleput. 

Taluk ... .. ... ... Conjeeveram. 

Name of applicant ... ... . Mr. -C. Sivaprakasa Mudaliyar. 

Name of village ... Mela Othaivakkam. 

Survey number of the site ... ....... 

Depth of borehole ... .... 5.2 feet from ground level. 

Quality of wafer Good. 

Yield ... ... ... .. ■ ...... 

Remarks ... ... ... A spring is t; pn • i nt about 4b 

feet below ground level. 
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District ... 

Faluk ■ ■ * ... 

Name of applicant 
Name of village 
Survey number of 
Depth of borehole 
Quality of water 
Yield ... 
Remarks ' , h ... 


4 f 8 


0-00 G.L. 



... Chingleput. 

... Conjeeveram. 

Mr. G. Sivanrakasa Mudaliyar, 

• Mela Othaivakkam. 
the site ... ...... 

5b feet from ground level 
... Good. 

.-v There Is no rise in tin •; hvci 
ip the well after I a; ring Un- 
4k successful. the' 
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District 

Taluk 

Name of applicant 
Name of village ... 
Survey number of the site 
Depth of borehole ... 
Quality of water V 
Yield ... 

Remarks-* 


Chingleput. 

Conjeeveram. 

Mr. K. Tiruvengada -Achari; 
Parandur. 

210 feet from, ground level. 
Fresh and drinkable. 

There is no rise in the -wat« 
in the well. Boring is a : 
Unsuccess fill. 


var. 
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District 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
■Quality of water ; 

Yield ... 

.Remarks c ■ e... ' . 


Ching'ieput. 

Madurantakam. 

Mr. P M, B. Rain , 

Tirupulivanam. 

365. 

40 feet from ground level 
Drinkable, 

6 gallons per .-minute' at 22 feet 

below ground level. 

Successful boring. 
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District ... ... 


Chingieput. 


Taluk .... 


Madurantakam, 


Name of applicant 



Mr. P. M. B. Raju. 


Name of village 



Tirupulivanam. 


Survey number of the 

site ... 

365. 


Depth of borehole 


41 ‘5 feet from ground lev* 

sL 

Quality of water 

. 

Fresh and drinkable. 


Yield ... .k- 


About 3 gallons. 


Remarks 

.. 

Present water level — 12 ft 
ground level. 

.ml: below 



Results of boring operations, 1928-29 



■applicant 

village 

.irnber of the site 
borehole : 

£ water ■■ ■ ... 


Chingleput. 

Madu ran taka 113. 

Mr. P. M. B. Raju, 
Tirupulivanam. 

44*5 feet from ground level. 
Presh and drinkable. 


... 1 water level in the hor 

■ .T 12 %t from gxcmnd Imel* 
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District 

Taluk ... 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


Chingleput. 

Madurantakam. 

The Secretary, Mukundagiri Land- 
holders’ Lease Society. 

Mukundagiri. 

2S‘5 feet from ground level. 

Good. 

1 here is 2 feet of water in the well. 
No water is met with in the 
borehole. 
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District ... ... ... ... Chingleput. 

Taluk ••• Ponncri. 

Name of applicant Mr. Gopal Navudu, son of Madurai 

Nayndu. 

Name of village ... ... Maralur, 

Survey number of the site ... .... 

Depth of borehole ... ... 52 feet from ground level. 

Quality of water .. ... Fresh and drinkable. 

Yield ... 

Remarks ■ ... ... ... There is a rise of 3 feet of water 

in the well after boring. 
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District... ... .... ... Chingleput. 

Taluk Formed. 

Name of applicant Mr. D. Subrahmanya Redcii. 

Name of village. ... ... Ramareddipalaiyam. 

Survey number of the site ... 

Depth of borehole ... ... 63 feet from ground level. 

Quality of water . . ... ' ... Good. 

Yield ... 

Remarks ... ... ... Successful boring. 













43 6 


DEPARTMENT OF INDUSTRIES 


GAjO g=-L- 


<5 ■ CO 


£7oo 


£.9-00 


HARD CL AV 



Fl WE SANB 


BED &" BROWN 

47' oo 


CLAY 

40-00 


coarse Sand 






watsr ueveu. 


District ... 

Taluk ... ... i ... 

Name of applicant 
Name of village.;..; ' i; . 4 >/ 

Survey number of the site 
Depth of borehole ... ; 
Quality of water 
Yield ... ... ... - 

Remarks' ... . ... 


Ghingleput. 

Ponneri. 

Mr. P. Adighan. 

Nair village, hamlet of Kosava 
palaiyam. 


49 feet from ground level. 
Fresh and drinkable. 


Successfu I boring. 
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District ... ... 

Taluk ... 

Name of applicant 
Name: of village 
Survey number of the site 
Depth of borehole 
Quality of water . . ... . 

Yield ... 

Remarks 


Ch ingle put. 

Ponneri. 

Mr. C. V. Kannayya 
Simavaram. 


80 feet from ground 
Good. . 


A . spring, i s : ta pped a 
... .ground. level. 'Yin 
■ .10 .feet', of water. in 


Nay iid u 



t So feet below 
?re is'.a/rise of 
the'' well" at ter 
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District ... ... ... ... Chingleput. 

Taiuk ... ... ... ... Ponneri. 

Name of applicant Messrs. M. H. Hussain Meah 

Sahib & Co., Madras. 

ame of village ... ... Puli cat. 

Survey number of the site ... ...... 

Depth qf boreholes . .... . ... (l) 6? feet from ground level 
: ; ( 2 ) 68 do. ■' do. 

Quality of water ... ... Brackish. 

Yield ... 

Remarks ... ... Water stands at 10 feet below 

ground level in both the boreholes. 
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District ... 

Taluk 

Name of applicant 

Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield 

"Remarks 


Chingleput. 

Ponneri. 

Mr. A. V. Shanmukhasundara 
Gurukkal. 

A n d a r a k up p a m . 

36 feet from ground level. 

Good. 


No spring is tapped. There is no 
rise in the water level in the 
well. 



Results of boring operations, 1928-29 
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District 

Taluk 


N ame of applicant 
Name of village 


Survey number of . th e 


site 


Depth of borehole 
Quality of' water 
Yield 
Remarks 


Chingleput. 

Ponneri* 

Mr. Ciicnganiia Nayudu, 
Maduvur. 

$'l feet from ground leve 
Fresh ..and drinkable. 

Successful boring. 



43 s 


DEPARTMENT OF INDUSTRIES 



District Chingleput. 

Taluk Ponneri. 

Name of applicant Mr. S. Chellappa Nayudu. 

Name of village Nayar village. 

Survey number of the site' ... 

Depth of borehole ... ... 73 feet from ground level. 

Quality of water Good. 

Yield 

Remarks Successful 
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District ••• ... Chingleput. 

Taluk ... ... ... ... Ponneri. 

Name of applicant ... ... Mr, M. Raghavalu Navudii. 

Name of village Kammarapalaiyam, hamlet of 

Vanipakkam. 

Survey number of the site ... 

Depth of borehole ... ... 94 feet f rom ground level. 

Quality of water Brackish, 

Yield ... 

Remarks *•* Fhere is no rise in t, he water below 

in the well after boring. Boring 
■ — Failure. 
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District Chingleput. 

Taluk Ponneri. 

Name of applicant Mr. Muniyan, son of Karuppan, 

Name of village NaboorCheri. 

Survey number of the site .. ...... 

Depth of borehole ... ... 5 7 feet from ground level. 

Quality of water ... ... Good. 

Yield ... 

Remarks ... Successful. 
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District ... 

Taluk 

Name of applicant 
Name of village ... 

Survey number of the site 
Depth of borehole ... 
Quality of wafer 

Yield 

Remarks 


Chingleput. 

Ponneri. 

Mr. Duvur Mathukrishna Reddiyar. 
Kora njorc. 

95 feet from ground level. 

Fresh and drinkable. 

A spring is tapped at 95 feet below 
ground level. The boring is a 
success. 
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District Chingleput. 

Taluk Ponneri. 

Name of applicant .. ... Mr. Davur Muttukrishna Recldiyar. 

Name of village Koranjoor. 

Survey number of the site ... ...... 

Depth of borehole ... ... 60 feet from ground level. 

Quality of water ... ... Fresh and drinkable. 

Yield ... 

Remarks Aspring was tapped at 58 feet 

below ground level. 
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District ... ... 

Taluk 

Name of applicant 

Name of village 

Survey number of the site ... 

Depth of borehole 

Quality of water 

Yield ... 

Remarks 


Chingleput. 

Saidapet. 

Mr. S. Kareem Sahib. 

No. 497* V alii Street, St. Thomas 
Mount. 


36'5 feet from ground level. 
Fresh and drinkable. 

Trial boring successful. 



HARO.QK AVE.L so-,8. 


... Chingleput. 

... Saida pet. 

... Mr. T. Duraiswami Reddiyar, son 
of Design Reddiyar. 

... Korathur. 

... 50 feet from ground level. 

... Fresh and drinkable. 

... There is no rise in the water level 
in the well after boring. The 
boring is a failure. 
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District • •• Chingleput. 

Taluk ... ••• Saida pet. 

Name of applicant ... ... Capt. N. R.Ubhaya, D. PH., Director 

of Public Health, Madras. 

Name of village Mamba lam. 

Survey number of the site ... 

Depth of borehole 7 4' 5 feet from ground level. 

Quality of water ... ... A little brackish. 

Yield 

Remarks ... No rise in the water level in the 

well after boring. The boring 
is a failure. 
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District ChingJeput. 

Taluk Saida pet. 

Name of applicant The Commissioner of Labour, 

Madras. 

Name of village ... ... Tirunirmalai (near Paliavaram). 

Survey number of the site ... 

Depth of borehole 31*5 feet: from ground level. 

Quantity of water Good. 

Yield ... ... There is no yield from the borehole. 

Remarks ... ... Present water level in the well, 

3 feet below ground level. 
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District ... 

Taluk ... 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield 

Remarks 


Chingleput. 

Saidapet. 

Messrs. Gordon Woodroffe & Co. 
Ernavur. 


38 feet from ground level. 
Good. 


4 gallons per minute 
below ground level. 


at 20 feet 


A spring was tapped at 23 fe< 
below ground level and rose u 
to u feet below ground level. 
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District ... 

Taluk 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks • 


Chingleput. 

Saidapet. 

Mr. P. R. Abdul Hamid Sahib. 
Pallavaram. 


(1) 94 feet from ground level. 

(2) 62 „ do. 

Good. 
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District .. - ... Chingleput. 

Taluk ••• Saidapet. 

Name of applicant ... ... Mr. M. Muhammad Suitan Sahib. 

Name of village ... ••• Alanthur. 

Survey number of the site ... 

Depth of borehole ... ... 67 feet from ground level. 

Quality of water Good. 

Yield ... 

Remarks ... ... ... A spring was tapped, at 27 feet 

below ground level and rose up' 
to 20 feet below ground level. 
The bore supplies a small hand 
. y pump at the rate of about 2 
gallons per minute. 
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■District ... . ... . ..... 

Taluk ... ... , 
Name of applicant 

Name of village 
Survey number of the 
Depth of borehole 
Quality of water 
Yield ... 

Remarks ... , 
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... Ghingleput. 

... Saidapet. 

... Messrs. The General Construction 
Company. • 

... Perambur. 

site ... (Near Perambur Railway Station.) 
... 60 feet from ground level. 

... Good. 


... A spring was tapped at 60 feet 
below ground level and rose up 
to 14 feet below ground level. 
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District ... ... ... ... Chingleput. 

Taluk ... Saidapet. 

Name of applicant ... ... Messrs. The General Construction 

Company. 

Name of village • •• Perambur. 

Survey number of the site ... 

Depth of borehole ... ... 60 feet from ground level. 

Quality of water •• Brackish. 

Yield . 

Remarks 


Failure; 




District ... ... ... ... Chingleput. 

Taluk ... ... Saidapet. 

Name of applicant ... ... Messrs. The Genera] Construction 

Company. 

Name of village . ... Perambur. 

Survey 'number of the site ... 

Depth of borehole ... ... (i) 60 feet from ground level. 

(2) 60 do. 

Quality of water ... Brackish, 

Yield ... 

Remarks Unsuccessful. 




he site 


Chingleput. 

Sriperumbudur. 

Mr. K. Viswanatha Gurukkal. 
Thandalam. 


35 feet from ground level. 
.Good, ■■ 


A spring is tapped at 34 feet below 
ground level. There is a rise of 
% feet of water in the well after 





department of industries 


45 s 


<0.0© GRWHD level 



District ... Chingleput. 

Taluk Sriperumbuclur. 

Name of applicant Mr. R. Kailasa Mudalyiar. 

Name of village Thandalam. 

Survey number of the site .... ...... 

Depth of borehole ... ... 48 feet from ground level. 

Quality of water Good. 

Yield ... 

Remarks ... No spring is tapped. There is no 

rise in the water level in the 
well. 
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District 

Taluk ... 

Name of applicant 

Name of village 
Survey number of the site ... 
Depth of borehole 
Quality of water 

Yield 

Remarks 


Chingleput. 

Tiruvallur. 

Mr. K. R. Subrahmanya Ayyar. 
Puliyankuppam. 

37 feet from ground level, 

Good. 

A spring was tapped at 37 f 
below ground level and rose 
to 13 feet below ground level. 




Taluk ... Tiruvallur. 

Name of applicant Mr. K. R. Subrahmanya Ayyar. 

Name of village Puliyankuppam. 

Survey number of the site ... 

Depth of borehole ... ... 29 feet from ground level. 

Quality of water ... •• 

Yield -• ... ... ■■ 

Remarks *. No water is met with. Unsuccess- 

ful. 






DEPARTMENT OB' INDUSTRIES 


462 


, ^LEV£^ 


6.00 


2.- 00 


Clay 


KEO CuAV 


Black 
Ola v 


3^00 


District 

Taluk ... 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield ... 

Remarks 


Chingleput. 

Tiruvallur. 

Mr.'K. R. Subrahmanya Ayyar. 

Puliyankuppam. 


30 feet from ground level. 


No water is met with. Boring is 
failure. 



District: ... ••• ... ... Chingleput. 

Taluk ... ... ... ... Tiruvallur. 

Name of applicant Mr. K. R. Sun rah many a Ayyar. 

Name of village Puliyankuppam. 

Survey number of the site ... 

Depth of borehole ... ... 28 feet from ground level. 

Quality of water ... ... 

Yield ... ...... 

Remarks ... No water is met with. 






Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 

Yield ... 

Remarks 


Mr, K. R. Subrahmanya Ayyar, 
Puliankuppam. 


26 feet from ground level 


0 water is 
failure. 
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District Chin'gleput. 

Taluk ... ••• Tlruvallur. 

Name of applicant ... ... Rev. K, Heller, Leipzig Evangelist 

Lutheran Mission. ' 

Name of village ... , . ... ; Pandur. 

.Survey number of the site' ; ... ...... 

Depth of borehole .... . ... ■ 34 feet from ground level. . 

Quality of wafer . ...... Good. 

Yield ... 

Remarks ... A spring was tapped at 34 feet 

below ground level and rose up 
to 14 feet below ground level. 




District Chingleput 

Taluk ... Tiruvallur. 

Name of applicant Rev. K. Heller. 

Name of village Pandur. 

Survey number of the site ... 

Depth of borehole (i) 32 feet from ground level. 

(2) 30 do. 

(3) 30 do. 

Quality of water 

Yield 

ivemarks ••• ... ... No water is tapped in all the 

borings. 


Ui 
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District ... ... 

... Chingleput. 

Taluk 

... Tiruvallur. 

Name of applicant ... 

... Rev. K. Heller. 

Name of village • 

... Pandur. 

Survey number of the site 
Depth of borehole 

.... (i) 27 feet from ground level. 

(2) 32 do. 

■■ ■'. iS) 32 . do. 

Quality of water 

Yield ... .. . ... ■ 

Remarks 

... No water is tapped in the first two 
boieholes. The third has 

tapped water which stands at 29 
feet below ground level 





District ... Ching]cput. 

Taluk ••• ... ... ... Tiruvallur. 

Name of applicant ... Rev. K. Heller. 

Name of village Pandur. 

Survey number of the site ... 

Depth of borehole ... ... (i) 34 feet from ground level. 

( 2 ) 33 do. 

Quality of water 

Yield 

Remarks ... ... ... No water is met with. 
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District Chingleput. 

Taluk Tiruvallur. 

Name of applicant ... Mr. T. R. Satagopa Nayak-ar. 

Name of village ... ... Thathankuppam. 

Survey number of the site .. ... 

Depth of borehole 85 feet from ground level. 

Quality of water Fresh and drinkable. 

Yield 

Remarks ••• -♦ ... There is no rise in the water level. 

The boring is a failure.' 

$1 ho fY;; bfY- • . ; 
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District Chingleput. 

Taluk ••• Tiruvallur. 

Name of applicant ••• ... Mr. K. RajagopalacharL 

Name of village ... ••• Kaikalur. 

Survey number of the site-.. 

Depth of borehole (i) 35 feet from ground level. 

(2) 34 do. 

Quality of water Brackish water from the first bore-* 

hole. Good water from the 
second borehole. 

Yield ... ... - 

Remarks ••• Trial borings. 
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District ... 

Taluk ... 

Name of applicant 
Name of village 
Survey number of the site 
Depth of borehole ... 
.Quality; of 'water! ■ 

Yield 

■.Remarks.' f .... T : 


Chingleput. 

Tlruval 3 .ur. 

Mr. G. Rajugopai Nayuclu. 
Periyapalaiyam. 


64 feet from the ground level. 
.Good. 


A powerful sub-ariesian ■ spring ; is 
tapped at about 50 feet .below 
ground level. There is a rise of 
4 feet of water in the well after 
> orin 5 pint 1* p a iiif hp \ 1 nt 
i ‘ I is ailed on 1 he w< 11 
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District 

Taluk ... 

Name;, of applicant ... 

Name of village 

Survey number of the site 

Depth of borehole ... 

Quality of water 

Yield 

Remarks 


Chingleput. 

Tiruvallur, 

Mr. V. Kumaraswami Nayuci 
Pathaiperumandur, 

48 feet from ground level. 
Good. 


Unsuccessful. 
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District ... . Chingleput. 

Taluk Tiruvallur. 

Name of applicant Mr. V. Kumaraswami Nayudu. 

Name of village ... ... ; Pathaiperumandur. 

Survey number of the. site ' ... "b ■■■■■■..;.* v. 

Depth of borehole ... ••• 1*52 feet from ground level. 

Quality of water ... ... Good. 



Remarks •>* A spring was tapped at about 

28 feet below ground level and 
rose up to 8 feet below ground 
level. 
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0-00 < 8 - 6 . 



... Chingleput. 

••• Tiruvallur. 

... Mr. V. Kumaraswami Naytidu. 
Pa t h a ip erurn a ri dur. 

*'* 32 feet from ground level. 

••• Good. 

A ^ SP / ing 1 .^ as ta PPed at about 
o- feet below ground level. 


District : 

Taluk ... . 

Name of applicant ... 
Name of village ... . T ... 
Survey number of the site 
Depth of borehole 

Quality of water 

Yield 

Remarks ... 
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District ... ... ... ... Chingleput. 

Taluk ••• ... Tiruvallur. 


Name of applicant Mr. A. Govincla Chetti. 

Name of village Thirupachur. 

Survey number of the site ... 

Depth of borehole 48 feet from ground level. 

Quality of water «*••»•** Good. 

Yield... ... .** *** *■* . ■ 

Remarks ... ... *•« ••• Water tapped at 42 feet below 

ground level. 





District 

Taluk 

Name of applicant ... 
Name of village 
Survey number of the site 
Depth of borehole 
Quality of water 
Yield ... 

Remarks 


... Chingleput, 

... Tiruvallur. 

... Mr. K. Gopal Nayudu. 

... Valliyur. 

... 156/28. 

■ 65 feet from ground level. 

.. Good. 


- Water stands at 9 feet below 
ground level. The pit requires 
deepening. 



